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PHARMACY COMPOUNDING: IMPLICATIONS 
OF THE 2012 MENINGITIS OUTBREAK 


THURSDAY, NOVEMBER 15, 2012 

U.S. Senate, 

Committee on Health, Education, Labor, and Pensions, 

Washington, DC. 

The committee met, pursuant to notice, at 9:53 a.m., in room 
SD-106, Dirksen Senate Office Building, Hon. Tom Harkin, chair- 
man of the committee, presiding. 

Present: Senators Harkin, Enzi, Mikulski, Casey, Hagan, 
Merkley, Franken, Bennet, Blumenthal, Alexander, and Roberts. 

Opening Statement of Senator Harkin 

The Chairman. The Senate Committee on Health, Education, 
Labor, and Pensions will please come to order. 

We’re meeting here today to better understand what caused one 
of the worst puWic health crises this country has experienced in re- 
cent years, the meningitis outbreak that has claimed the lives of 
32 Americans and sickened at least 461 people. While those af- 
fected grapple with side effects and complications related to treat- 
ment, thousands more are waiting to see if they become ill. This 
outbreak has been traced back to pharmaceuticals produced at the 
New England Compounding Center in Framingham, MA, where it 
is now clear the owners and managers demonstrated a complete 
disregard for basic procedures to ensure that the products they 
were manufacturing were sterile. 

The real question we will seek to answer today is: How could this 
have happened? How could 17,000 doses of a product so contami- 
nated that, upon recall, black particles were visible to the naked 
eye in some of the samples, have been shipped to 23 States? How 
could a pharmacy that the FDA had described in 2003 as posing, 
and I quote, 

"... the potential for serious public health consequences if 
the compounding practices, in particular, those relating to spe- 
cific sterile products, are not improved ...” 

How could they have been then licensed to ship drugs to 45 dif- 
ferent States? 

As we have learned over the course of our committee inquiry, 
NECC’s shortcomings were well-documented. The FDA and the 
Massachusetts Board of Pharmacy repeatedly found significant de- 
ficiencies in their operations, including the suspected destruction of 
documents and contaminated lots; findings of bacterial contamina- 
tion in compounded medications; findings of sterile injectable prod- 

( 1 ) 
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ucts that were both too weak or too strong in potency; and repeated 
complaints about the sale of compounded drugs without a patient- 
specific prescription in direct violation of State and Federal law. 

Yet, despite the abundance of documentation, neither the Massa- 
chusetts Board nor the FDA appears to have taken the necessary 
steps to protect the public from these products. 

I will dispense with the rest of my statement, and I will submit 
it in its entirety for the record. 

[The prepared statement of Senator Harkin follows:] 

Prepared Statement of Senator Harkin 

The committee will come to order. We are meeting here today to 
better understand what caused one of the worst public health cri- 
ses this country has experienced in recent years: the meningitis 
outbreak that has claimed the lives of 32 Americans and sickened 
at least 461 people. 

While those affected grapple with side effects and complications 
related to treatment, thousands more are waiting to see if they be- 
come ill. This outbreak has been traced back to pharmaceuticals 
produced at the New England Compounding Company in Fra- 
mingham, Massachusetts, where owners and managers dem- 
onstrated a complete disregard for basic procedures to ensure that 
the products they were manufacturing were sterile. 

The question we will seek to answer today is: how could this 
have happened? How could 17,000 doses of a product so contami- 
nated that upon recall, black particles were visible to the naked 
eye, have been shipped to 23 States? How could a pharmacy that 
the FDA had described in 2003 as posing, 

"... the potential for serious public health consequences if 
[the] compounding practices, in particular those relating to 
specific sterile products are not improved, ...” 
have been licensed to ship drugs to 45 different States? 

As we have learned over the course of our committee inquiry, 
NECC’s shortcomings were well-documented. The FDA and the 
Massachusetts Board of Pharmacy repeatedly found significant de- 
ficiencies in NECC’s operations, including the suspected destruc- 
tion of documents and contaminated lots; findings of bacterial con- 
tamination in compounded medications; findings of sterile 
injectable products that were both too weak or too strong in po- 
tency; and repeated complaints about the sale of compounded drugs 
without a patient-specific prescription, in direct violation of State 
and Federal law. And yet, despite the abundance of documentation, 
neither the Massachusetts Board nor the FDA appears to have 
taken the necessary steps to protect the public from these products. 

Equally troubling is that fact that, when the owners and man- 
agers of NECC sought a license for a separate company, 
Ameridose, to compound drugs on scale perhaps 10 times the size 
of NECC, these same State and Federal regulators granted that li- 
cense. They did so without referencing the checkered history of 
NECC, even though Ameridose would supply hospitals across the 
country under contract with the largest group purchasing organiza- 
tion in the United States. How could that history not been deemed 
relevant? How could NECC’s owners have been allowed to expand 
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their operations, in light of their history? These are questions I am 
hoping to answer today. 

In the face of such a tragedy it is natural to want to take action. 
And we will. This committee has a demonstrated ability to work to 
find bipartisan solutions that will take into consideration the needs 
of all stakeholders. The hearing today will explore not just what 
happened, but it will begin to help us determine how to prevent 
similar outbreaks in the future. 

What is important to remember, however, is that drug 
compounding is essential and that most pharmacies that compound 
do so on a vastly smaller scale than NECC. We need to ensure that 
these pharmacists can continue to compound without a drastic in- 
crease in overhead. 

We also know that to address drug shortages, compounding is oc- 
curring both in hospitals and in pharmacies to replenish supply of 
previously available drugs. Indeed, in the case of 
methylprednisolone acetate, the drug at issue in the outbreak, two 
manufacturers had ceased producing the drug in the last 2 years. 

We know compounding is critical, and that the need for large 
scale compounding is increasing. But we do not know where or how 
much large-scale drug compounding is being conducted, or if these 
companies are compounding drugs in accordance with best practice 
standards. More importantly, we have no way of knowing which fa- 
cilities are not in compliance. This is a problem and indicates to me 
the need for better Federal regulation in this area. 

As a committee, we will work together to identify and plug any 
gaps in our regulators’ authority. We want to ensure that any 
pharmacy that takes the kinds of risks with patient lives that 
NECC did will be shut down long before more patients get hurt. 
The only good that can come from a tragic situation like this out- 
break is the momentum to make changes to prevent it from ever 
happening again. I look forward to hearing the thoughts of the 
panel on this topic and I promise the other members of this com- 
mittee who I know have a history on this issue to working together 
with you to ensure that a problem like this cannot occur again. 

In our first panel, we’ll hear from Dr. Beth Bell of the Centers 
for Disease Control and Prevention about the public health impact 
of the meningitis outbreak and CDC’s role in responding to it. Dr. 
Peggy Hamburg of FDA and Dr. Lauren Smith of the Massachu- 
setts Department of Public Health will talk to us about the role of 
their agencies in regulating compounding pharmacies in general 
and in investigating NECC specifically. And we’ll ask them about 
their views on what we can do to prevent future crises. 

We invited the manager and co-owner of the New England 
Compounding Center, Mr. Barry Cadden, to appear on our second 
panel. We were informed by Mr. Cadden’s attorney that he would 
decline to voluntarily appear, and if compelled to appear, would in- 
voke his Fifth Amendment right against self-incrimination and 
refuse to answer our questions. I am disappointed by his failure to 
appear, but frankly, I believe this committee has amply dem- 
onstrated the extensive failures of Mr. Cadden and NECC, as the 
record of this hearing will make clear. 

On our third panel, we will talk to the physician whose critical 
work led to the initial identification of the outbreak and who ably 
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worked with CDC to isolate NECC products as the source of the 
meningitis infections, Dr. Marion Kainer of the Tennessee Depart- 
ment of Health. We’ll also talk with David Miller from the Inter- 
national Academy of Compounding Pharmacists and Dr. Kasey 
Thompson of the American Society of Health-System Pharmacists 
about the use of compounding in medical care, and the measures 
needed to ensure that compounded drugs are safe. 

Before we begin. I’d like to submit to the record the documents 
that we have received from NECC, FDA, and Massachusetts in re- 
sponse to our investigatory letters. 

The Chairman. But before we begin. I’d like to submit for the 
record the documents that we have received from NECC, the FDA, 
and Massachusetts in response to our investigatory letters. With- 
out objection, they’ll be submitted for the record. 

[Editor’s Note: Due to the large volume of documents and the 
high cost of printing, the information referred to is maintained in 
the committee file.] 

And with that. I’ll yield to Senator Enzi. 

Opening Statement of Senator Enzi 

Senator Enzi. Thank you, Mr. Chairman. 

Thirty-two Americans have died, out of 461 total, sickened after 
receiving contaminated steroid injections produced by the New 
England Compounding Center, or NECC. Additionally, approxi- 
mately 14,000 patients in 23 States have been exposed to poten- 
tially contaminated injections produced by the same pharmacy. 

This case represents a catastrophic failure by the regulatory 
agencies that are charged with protecting patients from unsafe 
drugs. Such a failure is unacceptable, and we’re going to examine 
what happened in order to determine what needs to be done to pre- 
vent it from reoccurring. 

The compounding pharmacy that caused these patients’ deaths 
and illnesses has a long history of problems with product safety 
and compliance with State regulations. These problems began al- 
most as soon as NECC first received its pharmacy license in the 
late 1990’s, when complaints began to be made about the sterility 
of the products and its practices around the requirement for indi- 
vidual patient prescriptions. 

Both the FDA and Massachusetts Board of Pharmacy became 
aware of the problems with NECC over a decade ago. They jointly 
inspected NECC’s facility and held multiple meetings about the 
problems they discovered. The Massachusetts Board entered into a 
consent decree with NECC in 2006. Later that year, FDA also 
issued a warning letter to NECC. 

Despite the multiple warnings. State and Federal regulators 
failed to continue to monitor NECC and take the steps that could 
have prevented the current situation. In particular, the Massachu- 
setts Board should have known from its numerous inspections of 
NECC’s facility that it was operating a large-scale drug manufac- 
turing operation. That information, coupled with repeated com- 
plaints highlighting NECC’s pattern of failing to require valid pre- 
scriptions for specific patients, clearly contravened Massachusetts 
regulatory requirements for compounding pharmacies. 
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Even after receiving multiple complaints about the sterility and 
safety of drugs compounded by NECC, there is no evidence that the 
Board made any effort to even followup and inspect NECC’s facility 
from 2006 until 2011. State boards of pharmacy have explicit au- 
thority over the practice of pharmacy, including compounding prod- 
ucts for individual patients. States like Massachusetts also have 
clear and unequivocal authority to inspect, suspend, and revoke 
pharmacy licenses. 

While there have been litigation and conflicting court decisions 
around Eederal legislation enacted in 1997 to differentiate between 
compounded and manufactured products, this ambiguity alone can- 
not be blamed for this tragedy. EDA can inspect any facility that 
manufactures, processes, packs, or holds products for interstate 
commerce and has authority over unapproved new drugs in inter- 
state commerce. EDA also has the ability to take action against 
misbranded or adulterated products. 

NECC was clearly operating outside its pharmacy license in vio- 
lating State laws requiring individual prescriptions. NECC also 
looked like it was operating as a large-scale drug manufacturer, 
pretending to be a pharmacy in order to avoid EDA regulation. In 
every warning letter and legal brief the Eood and Drug Administra- 
tion has ever issued concerning this very type of conduct, including 
a 2006 warning letter to NECC, the agency said it had clear au- 
thority to regulate this very type of conduct. 

I hope today we can find out why these State and Eederal au- 
thorities were not used to prevent this tragedy. The committee is 
and will continue to investigate NECC’s conduct and the oversight 
of both EDA and the Massachusetts Board of Pharmacy. We’ve sent 
letters to EDA, the Massachusetts Board, and NECC. We’ve re- 
ceived over 10,000 pages of documents, which show NECC has a 
history of not complying with State and Eederal law. We expect to 
receive more documents in the coming weeks and will leave no 
stone unturned. 

I want to take a moment to recognize the longstanding interest 
of my colleagues. Senators Roberts and Burr, regarding pharmacy 
compounding. They’ve been leaders in this area since the late 
1990s and released a draft of pharmacy compounding legislation 
with former HELP Committee Chairman Kennedy in 2007. 

Many other members of the HELP Committee also have a strong 
interest in this matter. Senator Alexander’s home State of Ten- 
nessee has been hit particularly hard by the current outbreak. I 
know that Senators Franken and Blumenthal have strong views. 
Numerous members of the HELP Committee signed oversight let- 
ters requesting the information from the Food and Drug Adminis- 
tration, the Massachusetts Board of Pharmacy, and the New Eng- 
land Compounding Center. 

The HELP Committee worked very effectively and in a bipar- 
tisan manner to reauthorize the FDA user fee legislation earlier 
this year. I am confident we can all work together to arrive at a 
common understanding of this problem and its solution. 

I’m also interested in hearing from Dr. Kasey Thompson of the 
American Society of Health-System Pharmacists on our third 
panel. Many patient populations and specialties require com- 
pounded products, including pediatrics and hospice. Some State 
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pharmacy boards, like Wyoming’s, also do their jobs effectively. I 
hope he can comment on the benefits of traditional pharmacy 
compounding and the strengths and weaknesses of pharmacy regu- 
lation by the States. 

Last, I want to thank Dr. Bell from the CDC and Dr. Kainer for 
attending today. Without your hard work, I understand this could 
have been much worse. Patients all over the country owe you 
thanks for immediately acting upon hearing about only one case. 

Thank you. Chairman Harkin, for holding this important hear- 
ing, and I look forward to learning more about how this tragedy oc- 
curred in order to see that it’s not repeated in the future. 

The Chairman. Thank you very much. Senator Enzi. 

It has been a longstanding procedure of this committee that only 
the chair and the ranking member give opening statements. The 
chair, with the concurrence of the ranking member, would diverge 
from that for this hearing because of the long-time interest in and 
leadership by Senator Roberts on this issue and because he had 
been a leader on a bill that came up about 5 or 6 years ago. I would 
yield for no more than 5 minutes for an opening statement by Sen- 
ator Roberts. 


Statement of Senator Roberts 

Senator Roberts. Thank you, Mr. Chairman, and Ranking Mem- 
ber Enzi. The reason I’m making this statement is very simple. I’ve 
been involved in this for 12 years. This is not a new story. I just 
appreciate you allowing me to make a short statement. I believe it’s 
important to outline some of the previous actions that members of 
this committee and the Senate have taken in the past to review 
and take action on issues relating to compounding pharmacy. 

I want to begin by thanking the Chairman and the Ranking 
Member for holding this hearing on a crisis that has gained signifi- 
cance and deserves attention over the past few weeks but is also 
an issue that many of us on the committee have worked on for 
many years and for some over a decade. 

First and foremost, I want to start out by reiterating my support 
for pharmacy compounding. I know that compounding serves a very 
important role for patients, such as patients who are allergic to cer- 
tain ingredients found in approved drugs or for children who need 
a pediatric dosage of a drug. 

Legitimate pharmacy compounding occurs when a patient has a 
special medical need that cannot be met by an FDA-approved drug. 
Their physician writes a specific prescription for the patient, and 
then the individual pharmacist makes the medication for the indi- 
vidual patient. This type of compounding should continue. I want 
to work to ensure that we don’t do anything to alter that practice. 

However, and unfortunately, the more traditional pharmacy 
compounding is not why we are here today. We are here today be- 
cause there have been bad actors who are using the good name of 
pharmacy compounding to mass produce products not approved by 
the FDA and provide them to patients. Compounding products are 
made for the individual patient and are, therefore, not FDA-ap- 
proved. 

However, under the guise of traditional compounding, some man- 
ufacturers have been mass producing and providing products with- 
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out the knowledge of the patient or their doctor. Regrettably, this 
is not a new issue. There have been many examples of injuries and 
deaths from unsafe compounded drugs that stretch across the coun- 
try. In fact, it goes back over a decade or more. Throughout that 
time. I’ve had the privilege of working with many members on this 
committee, more especially Senator Burr, on issues relating to 
pharmacy compounding. 

This is an issue that hit far too close to home in Kansas. Several 
years ago, a pharmacist in Kansas City was found to be diluting 
cancer drugs for his patients. Unfortunately, over 4,000 patients 
were affected before authorities could stop him. Senator Kit Bond 
and I worked together at that time to hold the first HELP Com- 
mittee hearing on pharmacy compounding. We requested a GAO 
report on the status of pharmacy compounding to try to get some 
answers. 

We sponsored what I always thought was a very simple amend- 
ment to the Medicare Modernization Act to have the FDA establish 
a committee to look into pharmacy compounding and make any rec- 
ommendations to improve and protect patient safety. This com- 
mittee was to terminate after 1 year. It was an amendment sup- 
ported in the Senate. Unfortunately, it was stripped during the 
conference because some folks incorrectly thought that the States 
were adequately regulating such pharmacies and that additional 
Federal regulation would be an undue burden. 

I must say I think every member here on this committee time 
and again has fought against additional Federal regulation and 
placing undue burdens on any constituent, including my local com- 
munity pharmacists. I was amazed. Fast forward a few years later. 
With Chairman Kennedy and Senator Burr, we once again tried to 
take a closer look at the regulation and enforcement of pharmacy 
compounding. In an effort to be open and transparent, we produced 
a discussion draft along with Ranking Member Enzi and Senator 
Reed and requested comments and feedback. 

While I don’t think that discussion draft is anything that I would 
recommend signing into law today, the intent was to garner stake- 
holder feedback and apply it to our policymaking. Instead, rather 
than working with us, we were faced with a full grassroots effort 
to stop the discussion draft from moving forward. I said then, and 
I would repeat now, that my intent, and I believe the intent of oth- 
ers, was never to do away with pharmacy compounding. What we 
needed were answers. What we got was pushback. 

Now, while it was ultimately Chairman Kennedy’s decision not 
to move forward with the discussion draft, I had hoped then and 
continue to believe it is important today to revisit the regulation, 
oversight, and enforcement of pharmacy compounding at the Fed- 
eral and State levels. There are obviously very serious patient safe- 
ty concerns. I have my own opinions on where the cracks may be 
and ways to address these safety concerns. To that end, I am work- 
ing with my colleagues on the HELP Committee to discover the ap- 
propriate measures we need to put in place to protect patient safe- 
ty. 

Let me be clear. I have not and will not introduce any sort of leg- 
islation to ban pharmacy compounding. However, the recent and 
repeated loss of life has reiterated the need for appropriate meas- 
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ures to be put in place to ensure that bad actors can no longer take 
advantage of patients. Patients have a right to know when they are 
receiving a product that is not FDA-approved and the risk that 
may come with using it. As I said during the last hearing we had 
on this subject, I fully recognize the benefits of compounding phar- 
macy and that they fill an important niche in the healthcare deliv- 
ery system. 

However, many questions need to be answered. How do we define 
manufacturing versus compounding? What are we doing at the 
State level to enforce regulations currently on the books? How can 
we get States that do not have adequate regulations on the books 
to improve? Are those who are inspecting properly trained? Should 
we have a means to test products once they have been compounded 
to ensure they are safe and accurate doses? Are schools of phar- 
macy properly training individuals to compound and what steps 
they should take to make sure they do so safely? Why is there not 
a system of adverse event reporting? 

These questions were important a decade ago and, unfortunately, 
they continue to remain relevant today. My expectation from to- 
day’s hearing is to answer some of these questions, learn more 
about the current state of regulation of pharmacy compounding, 
and I anticipate that all of our witnesses will commit to working 
fully with this committee to address any potential gaps in the regu- 
latory structure that would potentially affect patient safety. 

I thank the chair and my colleagues for their indulgence. 

The Chairman. Thank you very much. Senator Roberts. 

Now we’ll turn to our first panel. We’ll hear from Dr. Beth Bell 
of the Centers for Disease Control and Prevention about the public 
health impact of this outbreak and the CDC’s role in responding to 
it. Second, we’ll turn to Dr. Peggy Hamburg, Commissioner of the 
FDA, and then Dr. Lauren Smith of the Massachusetts Department 
of Public Health to tell us about the role of their agencies in regu- 
lating compounding pharmacies in general and in investigating 
NECC, specifically. We’ll ask them about their views on what we 
can do to prevent future crises. 

With that, all your statements will be made a part of the record 
in their entirety. I’d ask that you limit your opening statements to 
5 to 7 minutes, and then we’ll open it for questions. Welcome, all 
of you. Thank you for being here. 

Dr. Bell, we’ll start with you. Please proceed. 

STATEMENT OF BETH BELL, M.D., MPH, DIRECTOR, NATIONAL 

CENTER FOR EMERGING AND ZOONOTIC INFECTIOUS DIS- 
EASES, CENTERS FOR DISEASE CONTROL AND PREVENTION, 

ATLANTA, GA 

Dr. Bell. Chairman Harkin, Ranking Member Enzi, members of 
the committee, thank you for the opportunity to speak to you today 
about CDC’s response and ongoing activities in the multistate out- 
break of fungal meningitis and other infections. CDC disease detec- 
tives work 24/7 to save lives and protect Americans from harm. 
The fungal meningitis outbreak is a reminder of the importance of 
CDC’s ability to rapidly respond to, to characterize, and to stop out- 
breaks of unexplained illness and death. 
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My remarks today will focus specifically on the public health re- 
sponse to the outbreak associated with injections of contaminated 
preservative-free methylprednisolone acetate produced by the New 
England Compounding Center, NECC. To begin, I want to give par- 
ticular credit to Dr. April Pettit, an infectious disease doctor at 
Vanderbilt University, who identified the first meningitis case and 
notified the State health department. If Dr. Pettit had not acted, 
it is likely that many more patients would have been exposed. 

We are also fortunate that Dr. Pettit reached out to Dr. Marion 
Kainer of the Tennessee Department of Health, who quickly identi- 
fied similar cases, reached out to CDC for support, and identified 
the common exposures: three lots of methylprednisolone acetate 
produced by NECC. Dr. Kainer’s quick response resulted in a vol- 
untary national recall of the suspected NECC lots within days of 
the first case being reported. CDC then reached out to other State 
health departments to marshal an enormous nationwide effort, in- 
cluding rapidly contacting approximately 14,000 patients at risk. 

The efforts of Dr. Kainer and the hundreds of other State public 
health officials who responded to this outbreak did not happen by 
chance. Despite trying economic times, we have worked hard to 
build and sustain a network of trained public health professionals 
that can rapidly detect and respond to outbreaks. As State budget 
cuts have forced public health personnel losses, we are fortunate to 
have been able to make a real difference with CDC’s direct finan- 
cial and in-kind support. 

Many of the outbreak responders are directly supported through 
CDC’s Epidemiology and Laboratory Capacity Cooperative Agree- 
ment. Dr. Kainer is a graduate of CDC’s Epidemic Intelligence 
Service Training Program, and Tennessee is one of CDC’s 10 
emerging infections program sites that receive additional resources 
which supported their response in this outbreak. The resources 
available through the Prevention and Public Health Fund authored 
by this committee also made a tangible difference in detecting and 
responding to the outbreak. 

I would also like to share information about some of the patients 
affected by the outbreak and what CDC has done to try to help 
them. As of November 14, a total of 461 cases, including 32 deaths, 
have been reported in 19 States. The approximately 14,000 people 
across the country who received the contaminated medication in- 
clude people like Diana Reed and George and Lillian Cary. 

Diana Reed of Brentwood, TN, was the primary caretaker of her 
wheelchair-bound husband, Wayne, who suffers from Lou Gehrig’s 
Disease. Diana was healthy and physically active, but after a neck 
injury, she turned to steroid injections to help with her pain. Trag- 
ically, Diana received a contaminated injection and became the 
third Tennessean to die of fungal meningitis. 

George Cary of Howell, MI, is husband of Lillian. Both received 
contaminated steroid injections in September. Lillian was the first 
to show symptoms and, tragically, lost her battle to fungal menin- 
gitis. While grieving the loss of his wife, George was also diagnosed 
with fungal meningitis himself and is in the process of undergoing 
the long and difficult treatment. These are just a few of the per- 
sonal stories associated with this tragic event. 
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Because this infection is so rare and few doctors have ever treat- 
ed it, CDC stepped in to ensure that patients were getting the best 
possible care. We convened a panel of the Nation’s leading clinical 
fungal disease experts to work with CDC scientists to help develop 
diagnostic and treatment guidance. Even with treatment, we are 
seeing many patients return with new symptoms and new condi- 
tions. We also fear that more exposed patients will become ill be- 
fore the outbreak is over. 

Our focus going forward should be on preventing these outbreaks 
in the future and ensuring that all products, materials, and proce- 
dures used in healthcare are safe. We are fortunate in this case for 
the clinical and public health heroes like Drs. Pettit and Kainer in 
Tennessee. 

I will end by again noting the thousands of patients and families 
who have been directly affected by this event. Diana, George, Lil- 
lian, and countless others put their faith in our healthcare system. 
Patients deserve to be safe whenever they receive their medical 
care. 

Thank you. 

[The prepared statement of Dr. Bell follows:] 

Prepahed Statement of Beth Bell, M.D., MPH 

Chairman Harkin, Ranking Member Enzi, members of the committee, thank you 
for the opportunity to speak to you today about CDC’s response and ongoing activi- 
ties related to the multistate outbreak of fungal meningitis and other infections. 
CDC works 24-7 to save lives and protect people from harm and this outbreak illus- 
trates the power of public health in action both to identify serious health problems 
and to coordinate a targeted response that protects our Nation and its citizens from 
infectious disease threats. 

I want to extend my sympathies to the patients affected by this outbreak. Our 
hearts go out to the patients and families impacted by the debilitation and death 
from these infections. 

My remarks today will focus specifically on the identification of, and subsequent 
public health response to the outbreak associated with injections of contaminated 
preservative-free methylprednisolone acetate (MPA), an injectable steroid produced 
by the New England Compounding Center (NECC). Specifically, I will cover three 
critical areas related to the outbreak: 

• a summary of the response by CDC and our partners in State public health 
agencies; 

• a description of the fungal infections involved in this outbreak and how these 
infections are affecting patients; and 

• a discussion of several early lessons learned. 

As of November 14 at noon (EST), a total of 461 cases, including 32 deaths, have 
been reported in 19 States. The cases include fungal meningitis, stroke, or other 
central nervous system-related infections plus 10 peripheral joint infections (i.e., 
knee, hip, shoulder, elbow). CDC and our partners at State and local health depart- 
ments marshaled an enormous effort nationwide to determine the source and scope 
of the outbreak, rapidly contact patients at risk, and enlist the individual input of 
leading experts to help us develop novel diagnostic and treatment guidance to 
achieve the best possible patient outcomes. In this outbreak, local infectious disease 
officials, including State epidemiologists, healthcare associated infection (HAI) pre- 
vention coordinators, and others whose positions are directly supported through 
CDC’s Epidemiology and Laboratory Capacity (ELC) cooperative agreement and 
CDC’s Emerging Infections Program (EIP) were pivotal in the original identification 
of the outbreak and the substantial patient notification that followed. Their efforts 
at the State and local level have been extraordinary and in many cases undoubtedly 
contributed directly to saving the lives of exposed patients. 

I would like to highlight some specific efforts by CDC and State health agencies: 

• The Tennessee Department of Health (TN DOH) identified and sounded the 
alarm on the initial cluster of cases. The TN DOH official who alerted others about 
these cases serves as the State’s HAI Program Director and is a graduate of CDC’s 
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Epidemic Intelligence Service (EIS) program. Tennessee also is one of CDC’s 10 
Emerging Infections Program (EIP) sites and as such receives additional resources 
that helped support their response in this outbreak. 

• The Virginia Department of Health laboratory, whose staff had been trained by 
CDC in identifying fungi, was the first to identify the very rare fungal pathogen, 
Exserohilum. This discovery saved valuable time and provided the Nation with a 
critical piece of information to guide diagnostic and treatment recommendations. 

• The Michigan Department of Community Health identified the first case of a 
joint infection associated with these products. 

• Over 250 Federal disease control specialists have been working out of CDC’s 
Emergency Operations Center to coordinate the multistate fungal outbreak response 
efforts with Federal, State, local, tribal, and territorial public health partners. CDC 
coordination was helpful to ensure patient notification, development and dissemina- 
tion of treatment guidance, and rapid communication to the public and the health 
professions community. 

• State and local public health departments, health care facilities, and CDC 
tracked down and contacted over 14,000 exposed patients in 23 States with 
facilities which received the implicated medication. 

• CDC engaged the Nation’s leading clinical fungal disease experts to receive 
their individual input on the development of diagnostic and treatment guid- 
ance appropriate for identifying and treating patients that develop infections. 
This panel has met repeatedly as the outbreak has evolved to adjust clinical 
advice to very complex and rare infections. CDC has educated over 4,200 cli- 
nicians through our clinician conference calls (COCA calls) on the interim di- 
agnostic and treatment guidance. 

• CDC has prioritized transparent and rapid communication with the public in 
this outbreak. To date, CDC’s meningitis outbreak and fungal diseases web 
pages have been accessed over 1 million times and have sourced media outlets 
with direct links and resources to ensure accurate reporting and broad dis- 
semination of health messages. CDC has used the Health Alert Network 
(HAN) to release multiple health advisories as the outbreak has unfolded. 
HANs are directly distributed to health care providers nationwide. CDC has 
also responded to over 4,500 calls to our public inquiry line (CDC-INFO). 

• CDC’s mutually reinforcing laboratory and surveillance systems have been crit- 
ical in confirming the cause of the outbreak: 

• CDC’s fungus laboratory is the national reference laboratory and in this out- 
break has served as an indispensable resource to public health and FDA lab- 
oratories to identify and confirm the variety of fungal species recovered from 
patient, product, and environmental samples. Because there were no available 
rapid diagnostic tests to identify the fungal organism(s) associated with this 
outbreak, CDC scientists developed and refined a real-time polymerase chain 
reaction (PCR) to detect fungal ribosomal DNA, and then performed DNA se- 
quencing to identify the specific fungus by its DNA barcode. 

• CDC’s HAI laboratory is working with FDA to identify other microorganisms 
from sealed medication vials. Few laboratories nationwide have the technical 
expertise and capacity to perform such complicated and exact testing to as- 
sess the presence of any bacterial contamination. 

• CDC’s Infectious Diseases Pathology laboratory has been testing biopsy and 
autopsy samples from the outbreak. Information from these analyses provides 
vital clinical information on how this rare disease is affecting patients, and 
such information is used to inform development of CDC’s interim clinical 
guidance. 


EVOLUTION OF THE OUTBREAK 

On September 18, an astute clinician alerts the Tennessee Department of Health 
(TN DOH) of a patient with culture-confirmed Aspergillus fumigatus meningitis 
after epidural steroid injection at an ambulatory surgical center (ASO.^ The patient 
received an epidural steroid injection on July 30 and was admitted to the hospital 
in late August. 

This type of infection is exceedingly rare, and we are extremely fortunate that the 
clinician chose to test the patient’s cerebrospinal fluid (CSF) for a possible fungal 
infection (which is not a routine test ordered by clinicians) and then notify the State 
health department when those results came back positive. After further consultation 
with the clinician in Tennessee, the TN DOH contacts CDC on September 20 to ask 


1 www.cdc.gov i mmwr ! preview i mmwrhtml / mm61el012al.htm?s cid=mm61el012al w. 
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if CDC has received similar reports of unexplained fungal meningitis infections. 
CDC relays that it had not received reports of unexplained fungal meningitis infec- 
tions and recommends that the TN DOH conduct a site visit to the ambulatory sur- 
gical center where the epidural injection was administered. 

On Friday, September 21, the TN DOH follows up with CDC about the results 
of the site visit. TN DOH relays that multiple products and exposures could be the 
source of the infection, including epidural injection tray kits, preservative-free con- 
trast media, povidone-iodine, lidocaine, and preservative-free MPA from NECC.^ Ex- 
ternal contamination of supplies in a common storage area at the ASC was also con- 
sidered as a possible source of infection. CDC recommends that TN DOH continue 
to gather detailed information, including lot numbers on all of the products and 
sources of exposure, to facilitate further investigation. Over the weekend, the TN 
DOH works with the ASC and area hospitals to gather additional information and 
checks if there are any other Aspergillus or unexplained meningitis cases. 

On Monday, September 24, CDC and TN DOH discuss the investigation. The dis- 
cussion focuses on additional patients with meningitis from the same ASC with 
similar procedures and product exposures uncovered by the TN DOH over the week- 
end. CSE cultures from the additional patients with meningitis were negative, but 
all presented with a clinical picture similar to the index patient. CDC and TN DOH 
coordinate on next steps of the investigation. The TN DOH contacts the Massachu- 
setts Department of Public Health (MA DPH) in an effort to obtain more informa- 
tion about NECC and its products. TN DOH notifies MA DPH about its cluster of 
meningitis cases following epidural steroid injections ^ and that use of MPA distrib- 
uted by NECC is one of the common exposures under investigation. 

On Tuesday, September 25, CDC notifies FDA that CDC and the TN DOH are 
investigating a cluster of meningitis cases in a single ASC in Tennessee that may 
be related to product contamination. CDC notes that they are investigating several 
product exposures as possible sources of infection. Also on Tuesday, the MA DPH 
and the MA Board of Pharmacy organize a call with NECC, the TN DOH, and CDC 
to inform NECC of the ongoing investigation and inquire about product information 
and adverse event reporting. Public health authorities learn about how the MPA 
steroid is prepared, request distribution lists for the three lots identified by the TN 
DOH and inquire about any reports of illnesses related to MPA.® NECC states that 
it has not received reports of illnesses and that sterility testing, as well as environ- 
mental monitoring, has not demonstrated any concerning results. The MA Board of 
Pharmacy asks if NECC has a voluntary recall process in place if the investigation 
confirms contamination. NECC affirms that it does have a voluntary recall process 
in place. 

The following day (September 26), the MA Board of Pharmacy initiates an inspec- 
tion of NECC ® and NECC issues a voluntary recall of the three lots of MPA identi- 
fied by the TN DOH. Approximately 3,000 doses of MPA are quarantined or re- 
turned.'^ CDC is provided an invoice list of all facilities that received possibly con- 
taminated lots and begins work with TN DOH and other State health departments 
to contact other clinics from the NECC distribution list to see if they are aware of 
any meningitis cases of unknown etiology. CDC also provides an update to EDA 
about the NECC call and informs FDA that NECC initiated a voluntary recall of 
the three lots of MPA though there was no specific evidence of product contamina- 
tion. CDC asks EDA to query MedWatch reports for any related cases; the 
MedWatch query ultimately identifies the previously known cases from the Ten- 
nessee ASC. During this time, CDC continues to pursue other possible sources of 
the outbreak and contacts the New York Department of Health for assistance in 
contacting the company that produced the epidural injection trays used at the Ten- 
nessee ASC. 


^Kainer, M., et al. Outbreak of Neuroinvasive Fungal Infections Associated with Epidural 
Steroid Injections, Tennessee, 2012. 

^Kainer, M., et al. Outbreak of Neuroinvasive Fungal Infections Associated with Epidural 
Steroid Injections, Tennessee, 2012. 

'‘Lot #05212012@68, BUD 11/17/2012; Lot #06292012@26, BUD 12/26/2012; Lot #08102012 
@51, BUD 2/6/2013. 

5 www.cdc.gov/mmwr/preview/mmwrhtmFmm61el012al.htni’s cid=mm61el012al w. 

®MA DPH NECC Preliminary Investigation Findings: “. . . investigators found NECC em- 
ployees cleaning sterile compounding areas and conducting environmental testing. MA DPH in- 
vestigators also detected signs of bleach decontamination in the compounding areas.” 

MA DPH NECC Preliminary Investigation Findings. 
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On September 27, FDA and MA DPH begin coordination for a collaborative inves- 
tigation of NECC.® A case is identified in another State ® as North Carolina reports 
its first patient with meningitis of unknown etiology following epidural spinal injec- 
tion to CDC late that evening. This is significant because it is the first evidence that 
the exposure may not be isolated to the TN ASC. CDC begins working with the TN 
DOH and NC DOH to identify common exposures in new cases from both States 
which include MPA from NECC as well as the same brands of povidone iodine and 
lidocaine. Of the patients identified thus far, only one has a culture-confirmed As- 
pergillus fungal meningitis infection. The additional patients have a similar clinical 
presentation of meningitis as the index case with Aspergillus, but no microbiological 
data yet link them together. The microbiological key comes later in the outbreak 
when the Virginia Department of Health (VA DOH) in consultation with CDC’s in- 
fectious disease pathology laboratory links an unexplained death to the outbreak 
and identifies Exserohilium as the fungal pathogen related to that case. 

On Friday, September 28, CDC requests all 23 States with clinics that received 
the three MPA lots from NECC begin contacting patients who received epidural in- 
jections to see if there are any other meningitis cases of unknown etiology. Through 
the weekend of September 29-September 30, CDC posts outbreak information to 
ClinMicroNet (a network of clinical labs) and the Emerging Infections Network 
(EIN, a network of infectious disease physicians) to help identify any additional As- 
pergillus meningitis cases or meningitis cases of unknown etiology. 

On Monday, October 1, FDA and MA Board of Pharmacy initiate a joint inspec- 
tion of NECC. Investigators find violations of MA pharmacy regulations^^ and the 
MA DPH issues a formal quarantine notice. 

The following day, CDC initiates a call with the 23 States that received the three 
NECC lots of MPA to provide updates on the investigation and share information 
on meningitis cases of unknown etiology as well as common exposures. While NECC 
products are considered the likely source of the outbreak, the investigation does not 
find conclusive evidence of NECC product contamination until October 4 when FDA 
announces it has identified by microscopy visible fungal contamination of previously 
sealed vials of MPA from NECC from one of the three lots identified by TN DOH. 

With conclusive identification of fungal contamination, CDC activates its Emer- 
gency Operations Center on October 4 and intensifies outreach to patients and clini- 
cians to ensure appropriate patient diagnosis and treatment. CDC also launches a 
fungal meningitis outbreak Web site to provide continual updates to patients, clini- 
cians, and the public, and by October 5, CDC posts the lists of the clinics that had 
received the three implicated lots of MPA to facilitate patient followup. Additionally, 
CDC and EDA laboratories work on pathogen identification in patient, product, and 
environmental samples. This combined laboratory effort ultimately recovers multiple 
bacterial and fungal contaminants from sealed NECC products labeled as sterile. 

THE PATIENT EXPERIENCE WITH FUNGAL MENINGITIS AND RELATED INFECTIONS 

We do not yet have a full picture of the extent of the impact of this tragic out- 
break, which clearly has devastating impacts on patients and their families. Con- 
taminated medication was administered by injection to thousands of people, result- 
ing in an outbreak of fungal meningitis and other infections. Exserohilum rostratum, 
the predominant fungal species in this outbreak, is a common brown-black mold 
found in soil and on plants, especially grasses, that thrives in warm and humid cli- 
mates. Fungal infection caused by Exserohilum rostratum is rare and when it does 
occur it has generally been documented as a cause of sinus and skin infections. Di- 
agnosis of fungal meningitis, particularly with molds, is extremely difficult because 
traditional diagnostic methods such as culture have limited yield. 

The clinical syndromes of these infections are rare and thus lack clinical trials or 
other experience that provide evidence for optimal treatment. Available treatments 
are not straight-forward because of potential adverse events and variability among 


® MA DPH NECC Preliminary Investigation Findings. 

^ http: ! / www.cdc.gov / mmwr / preview ! mmwrhtml / mmSlel 012al.htm?$ cid=mm61el 012al 

w. 

i*’ http: / / www.cdc.gov I media j releases 12012/tl 004 meningitis outbreak.html. 

umA DPH NECC Preliminary Investigation Findings — Investigators found that methyl- 
prednisolone products labeled as patient specific were not individual prescriptions but lists of 
patients generated by a clinic and provided to NECC to obtain the product which is a violation 
of MA pharmacy regulations. 

12 mA DPH NECC Preliminary Investigation Findings — “The Notice directed that all 
methylprednisolone acetate raw materials (chemicals), all non-sterile products located at NECC 
used in the compounding of methylprednisolone acetate, and all inventory on the premises pre- 
pared for dispensing and stored at the pharmacy, or received by recall should be quarantined 
and not disposed of without the express approval of the DPH.” 
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patients. With little literature describing these types of infections and limited clin- 
ical experience available, CDC solicited the individual input of outside mycology ex- 
perts to help develop novel diagnostic and treatment guidance for patients at risk 
for these fungal infections. CDC has worked with these experts throughout the out- 
break to update our interim guidance as more information has become available 
about the clinical experience of patients. Adequate duration of antifungal treatment 
is unknown although we expect a minimum of 3 months’ treatment be considered. 
CDC has sent staff to States and worked with State and local health departments 
to abstract medical charts and gather information on patients’ ongoing clinical expe- 
riences. CDC has disseminated our treatment guidance through web postings, blast 
e-mails to professional societies, and multiple clinician-specific conference calls. 

As of November 13, the median age of the patients is 65 years (range: 16-92 
years) and over 60 percent are female. While most of the cases have presented with 
meningitis, we have also seen cases of stroke, epidural abscess (infection between 
the outer covering of the brain and spinal cord and the bones of the skull or spine), 
osteomyelitis (bone infection), and septic arthritis (joint infection). Many patients 
with meningitis had only a few mild symptoms, such as headache and/or nausea or 
vomiting. 

The incubation period has ranged from 0 to 120 days with a median of 20 days. 
Based on current data, the highest risk is likely to be in the first 42 days (6 weeks) 
after last injection. Maximum incubation period for infection is not known, and the 
incubation period could be longer for some patients. Thus, asymptomatic but ex- 
posed patients should remain vigilant for symptoms and seek medical attention 
should sjunptoms develop. The clinical situation is still evolving. Even with treat- 
ment, we are seeing many patients return after being discharged from the hospital 
with new symptoms and other conditions such as arachnoiditis (inflammation of the 
membranes that surround nerves) and abscesses at the original injection sites. This 
suggests that there may be long-term complications for patients that have not yet 
become apparent. 

To support ongoing clinical efforts, CDC has developed a Clinicians Consultation 
group consisting of a network of leading clinical infectious disease and fungal dis- 
ease experts nationwide who have volunteered to provide consultation with clini- 
cians providing direct patient care. CDC is also planning to continue to follow cases 
to help track the course of treatment and provide ongoing information on patient 
outcomes. 


EARLY LESSONS LEARNED 

Outbreak responses require skilled, trained public health personnel in State and 
local agencies. In this outbreak, we were fortunate that trained individuals were al- 
ready “on the ground” in key positions, reinforced by already-established surveil- 
lance and laboratory capacity. Personnel cuts at the State and local levels have 
made CDC support to State infectious disease programs key to these efforts. CDC’s 
Epidemiology and Laboratory Capacity (ELC) cooperative agreement and the 
Emerging Infections Program (EIP) support this critical infectious disease capacity 
and networking. 

This outbreak is also a reminder of the importance of CDC’s infectious disease 
epidemiologists and laboratories to rapidly respond to and characterize outbreaks of 
unexplained death and illness. This outbreak exemplifies the work of CDC’s disease 
detectives to track down and solve public health problems. CDC’s laboratory capac- 
ity for infectious diseases has been a critical element in the response, identifying 
rare or obscure pathogens and providing added capacity as a backstop to States. 
With declining local resources, many States have cut back on maintaining fungal 
testing and instead rely upon CDC’s fungus laboratory. During the peak of labora- 
tory testing, CDC’s fungus laboratory was operating 7 days a week to test the hun- 
dreds of outbreak-related samples. This outbreak has also underscored the impor- 
tance of bioinformatics and genomics technologies that can help CDC and States 
more rapidly and decisively detect, respond to, and control large outbreaks like this 
one. 

CDC plays a vital role not only in responding to these outbreaks but in preventing 
them as well. Eor years, CDC and its State public health partners have been the 
first-responders to multiple outbreaks stemming from suboptimal practices in han- 
dling sterile medications in clinics and in pharmacies. We are learning that many 
of these outbreaks are the result of a widespread lack of knowledge of or adherence 
to well-recognized regulatory and professional standards for properly handling ster- 
ile medications. 



15 


CONCLUDING REMARKS 

This outbreak demonstrates the essential role that public health plays in identi- 
fying and responding to infectious disease outbreaks large or small. Our national 
public health capacity is disseminated to State and local responders who work on 
a daily basis to keep our country safe from infectious diseases — whether they are 
from naturally emerging threats such as a new influenza pandemic or from human- 
made problems such as contaminated medicines. CDC will continue to work with 
State partners, national experts, front-line clinicians and others to respond to the 
critical public health needs related to this outbreak. 

Fungal meningitis outbreak update 

November 14, 2012* 


461 fungal meningitis and joint infection cases, includes deaths 


Table by State 



'Last day of online web posting 



Here are microscopic images of biopsy tissue from CDC's pathology laboratory that 
show manifestation of disease. Fungal hyphae (black) can be seen here within blood 
vessel walls (A) and can be seen (8) necrotizing (killing) cells in the basilar artery, one 
of the arteries that supplies the brain with oxygen-rich blood. 

The Chairman. Thank you very much, Dr. Bell. 

Now we’ll turn to Dr. Peggy Hamburg, the Commissioner of the 
Food and Drug Administration. Dr. Hamburg and Dr. Smith, I 
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know you were both at the House hearing yesterday. I hate to have 
you do double duty, but that’s the way this system works. We 
wanted you over here also to be able to speak with us, so we could 
also engage you in questions about the role of both the FDA and 
the Massachusetts inspections. 

Dr. Hamburg, please proceed. 

STATEMENT OF MARGARET A. HAMBURG, M.D., COMMIS- 
SIONER, FOOD AND DRUG ADMINISTRATION, WASHINGTON, 

DC 

Dr. Hamburg. Thank you very much, Mr. Chairman and mem- 
bers of the committee. I appreciate the opportunity to testify about 
this tragic fungal meningitis outbreak associated with an injectable 
steroid product distributed by NECC as well as to focus on the 
safety concerns related to compounding and legislation that is 
needed to prevent such incidents from happening again. 

I want to, of course, begin by offering my sympathies to the pa- 
tients affected by this outbreak and their families. This event has 
had devastating effects on patients across the country, many of 
whom were likely unaware that they were receiving a drug that 
was compounded, not reviewed or approved by the FDA. 

Our foremost goal is the protection of the public health. Since the 
onset of this outbreak, we’ve targeted FDA resources, from experts 
in our headquarters to inspectors and scientists in district offices 
and labs across the country, to do everything we can to stem the 
toll of this terrible event. 

Together, with GDC and the States, we’ve sought to identify po- 
tentially contaminated products and ensure that they are removed 
from market and don’t reach patients. We’ve collected and analyzed 
hundreds of samples from the relevant firms, as well as from med- 
ical facilities and State and local agencies, to isolate the cause and 
determine the extent of the contamination. We’re working daily to 
ensure that timely, clear, and accurate information is disseminated 
about the findings of our investigation, what products are affected, 
and what providers should do with any product still on their 
shelves. We’re working to alleviate existing drug shortages that 
could be exacerbated by product recalls. 

We’ve also been reviewing actions taken in the past with regard 
to NECC. In a tragedy of this magnitude, you always look back to 
see what more could have been done. Certainly, we should have 
sent the warning letter more swiftly and done the inspection origi- 
nally planned. Erom our review thus far, we have no reason to be- 
lieve that any of those specific actions in question, more timely 
issuance of the 2006 warning letter or inspectional follow-up, would 
have prevented this recent tragedy. 

What we do know is that stronger, clearer authority would en- 
able more effective regulation of the drug compounding industry, 
especially when it’s been evolving so significantly. As it is, our au- 
thority over compounding is limited, unclear, and contested. In the 
face of differing views in Congress and the courts about EDA’s au- 
thority and continuing challenges by industry, the agency has 
struggled with how to chart an effective course to protect the public 
health. 
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Like Senator Roberts, we recognize that traditional compounding 
provides an important service for patients who, for example, can’t 
swallow a pill or are allergic to an ingredient in a drug product. 
The industry has evolved well beyond a neighborhood pharmacist. 
In particular, the movement by many hospitals to outsource phar- 
macy compounding has created a market for compounding oper- 
ations that produce drugs that reach far larger numbers of pa- 
tients. 

When these facilities operate well, they may serve an important 
function in terms of safety and efficiency. However, when they fail 
to follow safety and quality standards, many patients may be 
harmed. Our best information is that there are thousands of other 
compounders out there producing what should be sterile products 
made to exacting standards, and thus many other firms with the 
potential to generate a tragedy like this. 

The current oversight framework, in attempting to draw a bright 
line between compounders and manufacturers, fails to address the 
complex issues raised by the changing nature of the industry. Addi- 
tionally, gaps and ambiguities in the law have hampered our abil- 
ity to act to protect patients and to prevent rather than to react 
to safety problems. 

I am committed to working with Congress and other stakeholders 
to design a system of rational, risk-based regulation that takes into 
account both the Federal and State rules. As I outlined in my testi- 
mony, we have developed a proposed framework that would tier the 
degree of oversight to the risk posed by the type of product and 
practices. Traditional compounding would remain the purview of 
the States. 

The higher risk posed by nontraditional compounding would be 
addressed by Federal standards, including standards for quality 
control. Under this framework, certain products carrying the high- 
est risk could not be compounded. They could only be produced by 
entities willing to meet the standards currently required of drug 
manufacturers. 

We would also like to explore with you authorities that would be 
important to support this new regulatory paradigm, including clear 
authority to access records, mandatory reporting of adverse events, 
additional registration requirements to facilitate appropriate over- 
sight and coordination with State regulators, clear label statements 
to allow prescribers and consumers the opportunity to make in- 
formed judgments, and adequate funding to support the inspections 
and oversight activities outlined in the framework. 

Because a key piece of any plan involving oversight of pharmacy 
compounders will continue to be performed at the State level, we 
must work closely with our State partners as we develop the 
framework for new authorities. FDA will be inviting representa- 
tives from all 50 States to participate in a full-day meeting on De- 
cember 19 to facilitate these important discussions and to strength- 
en our working relationship with the States. 

We have a collective opportunity and responsibility to help pre- 
vent future tragedies. If we fail to act, this type of incident will 
happen again. It is a matter of when, not if. I’m afraid. If we fail 
to act now, it will only be a matter of time until we’re all back in 
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this room asking why more people have died and what could have 
been done to prevent it. 

I am happy to answer any questions you have and look forward 
to working with you on this very important public health issue. 

[The prepared statement of Dr. Hamburg follows:] 

Prepared Statement of Margaret A. Hamburg, M.D. 

INTRODUCTION 

Mr. Chairman and members of the committee, I am Dr. Margaret Hamburg, Com- 
missioner of Food and Drugs at the Food and Drug Administration (FDA or the 
Agency), which is part of the Department of Health and Human Services (HHS). 
Thank you for the opportunity to be here today to discuss important issues related 
to the tragic fungal meningitis outbreak associated with compounded methyl- 
prednisolone acetate (MPA), a steroid injectable product distributed by the New 
England Compounding Center (NECC), and to discuss more broadly safety issues 
related to pharmacy compounding. 

I want to begin by offering my deepest sympathies to the patients affected by this 
outbreak and their families. This outbreak has had devastating effects on individ- 
uals and families across the country. The Centers for Disease Control and Preven- 
tion (CDC) has reported 32 deaths among 438 individual cases (428 cases of fungal 
meningitis and 10 cases of peripheral joint infections) ^ across 19 States. Approxi- 
mately 14,000 patients may have received injections with MPA from three impli- 
cated lots. In addition, two other NECC products have been found to be contami- 
nated with different bacteria. We have found no adverse health effects to date from 
these additional products, but continue to investigate the public health implications 
of this contamination. 

Although the investigation is ongoing, we want to provide you with an update on 
the actions that FDA has taken, and is continuing to respond to this outbreak. We 
also want to suggest steps that Congress can take to strengthen FDA’s authority 
to help prevent tragedies like this from happening in the future. 

FDA’s RESPONSE TO THE CURRENT OUTBREAK 

FDA’s primary goal since the onset of this outbreak has been to protect the public 
health. With the State and Federal partners, we are conducting thorough investiga- 
tions of the relevant facilities, monitoring the voluntary recalls associated with 
these products to ensure that contaminated and potentially contaminated product 
is off of the shelves, and ensuring that information is communicated promptly and 
clearly to health care professionals and patients. 

Let me briefly summarize the sequence of key events regarding the outbreak. On 
September 26, 2012, CDC notified FDA that it was working with the Tennessee De- 
partment of Health to investigate a cluster of meningitis cases at a single clinic, 
which might be associated with product contamination. When we learned of the po- 
tential contamination, we joined CDC in investigating. On September 26, NECC 
began a voluntary recall of three implicated lots of MPA and voluntarily ceased 
manufacturing of MPA. The Massachusetts Board of Registration in Pharmacy, 
which has primary oversight responsibility for pharmacies in its State, oversaw the 
recall, and initiated a 1-day inspection of NECC’s Framingham, MA, facility. FDA 
also began to coordinate with the Massachusetts Board of Registration in Pharmacy 
to plan for inspection of NECC. We coordinated closely with the State on this ad- 
verse event inspection, because the State has authority to compel certain actions 
where our authority is more limited. 

FDA and the Massachusetts Board of Registration in Pharmacy initiated a joint 
inspection of NECC on October 1, 2012. On October 4, FDA and CDC held a joint 
press conference announcing the investigation of the meningitis outbreak.^ On Octo- 
ber 5, after FDA had observed fungal contamination by direct microscopic examina- 
tion of foreign matter taken from a sealed vial of MPA collected from NECC, FDA 
issued a MedWatch Safety Alert to 220,000 health professionals to notify them of 
the fungal contamination. Out of an abundance of caution, the Safety Alert took the 


1 Four-hundred and twenty-eight cases of fungal meningitis, stroke due to presumed fungal 
meningitis, or other central nervous system-related infection meeting the outbreak case defini- 
tion, plus 10 peripheral joint infections (e.g., knee, hip, shoulder, elhow). 

2 “CDC and FDA Joint Telehriefing on Investigation of Meningitis Outbreak” (October 4, 

2012); transcript available at http: U www.cdc.gov j medial releases ! 2012 jtl004 meningitis 

outbreak.html. 
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additional step of recommending that health care professionals and consumers not 
use any product produced by NECC. FDA also requested that health care profes- 
sionals retain and secure all remaining products purchased from NECC until FDA 
provided further instructions about how to dispose of these products. In addition, 
the Safety Alert encouraged health care professionals and patients to report to the 
Agency’s MedWatch Safety Information and Adverse Event Reporting Program any 
adverse events or side effects related to the use of these products. On October 6, 
at FDA’s recommendation, NECC agreed to recall all products. 

As our investigation continued, on October 11, we announced our findings show- 
ing the presence of a fungal contaminant in multiple sealed vials of MPA injection, 
made at the NECC’s Framingham, MA site. CDC confirmed the specific type of fun- 
gus related to the patient disease — Exserohilum — in this briefing as well.^ On Octo- 
ber 15, based on FDA’s ongoing investigation and out of an abundance of caution, 
we further advised health care professionals to followup with patients who were ad- 
ministered any NECC injectable product on or after May 21, 2012, including an oph- 
thalmic drug that is injectable or used in conjunction with eye surgery or a 
cardioplegic solution. After working closely with the State on October 22, the Agency 
made available two lists of customers (consignees) who received products that were 
shipped on or after May 21, 2012, from NECC’s Framingham, MA facility, advising 
those customers to check their stocks to identify whether they had any products 
from NECC, and if so, to immediately isolate any identified product from their drug 
supplies and contact NECC to obtain instructions on how to return products. 

On October 26, FDA released a copy of the FDA Form 483 (list of observations 
made during the on-site inspection) issued to NECC. FDA observed, and has since 
confirmed, that contaminated products were made at NECC’s Framingham, MA fa- 
cility, and listed a number of observations made during the course of the inspection 
regarding conditions in the clean room at this facility. 

Most recently, on November 1, FDA and CDC laboratories announced that bac- 
teria had been identified as present in three separate lots (batches) of NECC-sup- 
plied, preservative-free injectable betamethasone, with each lot producing different 
culture results (identifying different contaminants), and in a single lot of NECC 
cardioplegia solution. FDA stated that although final laboratory results on addi- 
tional samples were still pending, the previous finding of fungal contamination of 
MPA and recent finding of bacterial contamination of injectable betamethasone and 
cardioplegia solution reinforced the Agency’s concern about the lack of sterility in 
products produced at NECC’s compounding facility and served to underscore that 
hospitals, clinics, and health care professionals should not use any NECC-supplied 
products. 

The Agency has been working closely with CDC, numerous State health depart- 
ments, and the Massachusetts Board of Registration in Pharmacy to investigate the 
outbreak of fungal meningitis. This is a far-ranging investigation across the United 
States. FDA, in conjunction with our State partners, is in the process of inspecting 
several facilities associated with this outbreak. This includes compounders, whole- 
sale distributors, active pharmaceutical ingredient (API) suppliers, contract labora- 
tories, and others. The Agency’s first priority has been to detect any contaminated 
or potentially contaminated products, to prevent them from reaching U.S. con- 
sumers by ensuring they are effectively recalled and removed from the market, and, 
as discussed more fully below, to communicate key information about these products 
to the providers and patients who need it. In connection with this investigation, 
FDA has collected and analyzed hundreds of samples from firms associated with 
this outbreak, as well as from medical facilities and State and local agencies. In ad- 
dition to staff at FDA headquarters, staff in FDA district offices in New England, 
New York, Dallas, Seattle, Chicago, Los Angeles, Detroit, Cincinnati, Kansas City, 
and Florida, and laboratory personnel in Denver, San Francisco, Atlanta, New York, 
and Boston, are assisting in this investigation. 

FDA also inspected Ameridose LLC’s facility in Westborough, MA as part of the 
Agency’s ongoing fungal meningitis outbreak investigation. Ameridose and NECC 
share some of the same management. Ameridose entered into a voluntary agree- 
ment with the Massachusetts Board of Registration in Pharmacy to temporarily 
cease all pharmacy and manufacturing operations starting on October 10, 2012. 
After FDA’s preliminary inspectional findings raised concerns about a lack of ste- 
rility assurance for products produced at and distributed by Ameridose’s 
Westborough facility, the company voluntarily recalled all of its unexpired products 
in circulation. FDA completed its inspection on November 9, 2012. 


^“CDC, FDA, Massachusetts Department of Public Health: Joint Telebriefing Updating Inves- 
tigation of Meningitis Outbreak” (Oct. 11, 2012); transcript available at http: I jwww.cdc.gov ! 
media i releases / 2012 / tlOl 1 meningitis outbreak.html. 
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FDA is currently conducting recall audit checks of NECC’s customers. In an audit 
check, FDA contacts a subset of the firm’s customers, which in this case were health 
care facilities, to confirm that they received notice of the recall and took the action 
requested in the recall notice. 

In this case, the facilities were instructed to immediately segregate and quar- 
antine the material and to work with NECC to coordinate return of the products. 
As of November 5, 2012, FDA had completed 587 audit checks of NECC’s health 
care facility customers. FDA found no product remaining for use at any of the 
NECC customers that it audited, and all customers had knowledge of the recall. 
Ameridose commenced its product recall on October 31, 2012; FDA initiated its 
audit check process for the Ameridose recall on November 5, 2012. 

FDA has identified six Ameridose products that were on the FDA drug shortage 
list prior to the recall (sodium bicarbonate injection; succinylcholine injection; atro- 
pine sulfate injection; bupivacaine hydrochloride injection; lidocaine hydrochloride 
injection and furosemide injection). 

These six drugs were in shortage before the Ameridose shutdown due to manufac- 
turing problems, delays, and discontinuations by commercial manufacturers. FDA’s 
Drug Shortage Program is using every tool available to work with manufacturers 
to address these shortages. For five of the drugs, we expect the shortages to de- 
crease based on all of the ongoing efforts of FDA and the manufacturers to address 
these shortages and do not anticipate the Ameridose shutdown to create additional 
issues. For sodium bicarbonate injection, we are continuing all efforts to address the 
shortage, including exploring temporary importation to assist with supplies until de- 
mand is being met by the U.S. manufacturers. 

FDA has communicated throughout this investigation with the media. Congress, 
State health officials, health care professionals, and the public to keep them ap- 
prised of important findings and developments as we move forward in our investiga- 
tion. FDA’s Web site is updated on a frequent basis to provide broad access to any 
new public information. This information is being further disseminated through the 
Agency’s electronic listserves and through Twitter and Facebook. Along with CDC, 
FDA is providing health care professionals with information they need on an ongo- 
ing basis, and as new information comes to light, to advise and treat patients af- 
fected by this situation. 

Targeted alerts have been sent to 150 health care professional organizations, in- 
cluding the national specialty-specific societies that work with spinal injections, 
such as the American Society of Anesthesiologists, the American Academy of Phys- 
ical Medicine and Rehabilitation, and the North American Spine Society, and also 
to all State medical, pharmacist, nursing, and physicians’ assistant societies, as well 
as all State boards of pharmacy. Regular phone updates are provided to State 
health departments, in collaboration with CDC, and written updates are also dis- 
tributed to national pharmacy and ophthalmology professional organizations. FDA 
also contacted patient and health care professional groups and consumer groups and 
worked with the American Hospital Association as part of our response. 

FDA pharmacists are fielding calls from the public and we have extended their 
hours of availability for the last several weeks to help respond to the public’s con- 
cerns. We also continue to respond to calls and e-mails from health care profes- 
sionals, hospitals and clinics, and others with questions about the NECC and 
Ameridose recalls. 

The far-ranging investigation is ongoing and FDA will continue to update stake- 
holders as quickly as possible as information becomes publicly available. 

FDA’s past activities with respect to NECC include: a 2002 inspection in response 
to adverse event reports (followed by a State inspection and action under Massachu- 
setts’ authority) and a 2006 Warning Letter focused on lower risk issues associated 
with copying approved drugs, marketing and packaging. Throughout this time, 
NECC has repeatedly disputed FDA’s jurisdiction over its facility.’^ The Massachu- 
setts Board of Pharmacy re-inspected NECC in 2011 in response to a letter from 
the firm indicating that NECC was “updating its facility and moving into adjacent 
space”; that inspection included a tour of the facility, security review, licensing re- 
view, and inspection of NECC’s sterile and non-sterile processing areas.® The Mas- 
sachusetts Board of Pharmacy inspection found the facility to be “Satisfactory.”® 


Inspection Report for April 2002 inspection, at PP. 2, 3, 5; Establishment Inspection Report 
for 2002/2003 inspection, at p. 11; Inspection Memorandum for 2004 inspection, at p. 3; Warning 
Letter Response, at PP. 3-4. 

®A copy of MABRP’s May 24, 2011, Inspection Report for NECC is available on MABRP’s Web 
site at http:! / www.rmiss.gov / eohhs / docs / dph / quality / boards / necc / 03-new-england-compound 
ing-pharmacy-mcnew-england-compoundmg-center-inspection-report.pdf. 

®See MABRP’s May 24, 2011 Inspection Report for NECC, id., at p. 10. 
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FDA’s LEGAL AUTHORITY OVER COMPOUNDED DRUGS 

FDA regards traditional pharmacy compounding as the combining or altering of 
ingredients by a licensed pharmacist, in response to a licensed practitioner’s pre- 
scription for an individual patient, which produces a medication tailored to that pa- 
tient’s special medical needs. In its simplest form, traditional compounding may in- 
volve reformulating a drug, for example, by removing a dye or preservative in re- 
sponse to a patient allergy. Or it may involve making a suspension or suppository 
dosage form for a child or elderly patient who has difficulty swallowing a tablet. 
FDA believes that pharmacists engaging in traditional compounding provide a valu- 
able medical service that is an important component of our health care system. 
However, by the early 1990s, some pharmacies had begun producing drugs beyond 
what had historically been done within traditional compounding. 

After receiving reports of adverse events associated with compounded medications, 
FDA became concerned about the lack of a policy statement on what constituted ap- 
propriate pharmacy compounding. In March 1992, the Agency issued a Compliance 
Policy Guide (CFG), section 7132.16 (later renumbered as 460.200) to delineate 
FDA’s enforcement policy on pharmacy compounding. It described certain factors 
that the Agency would consider in its regulatory approach to pharmacies that were 
producing drugs. 

The compounding industry objected to this approach and several bills were intro- 
duced, some with significant support, to limit the Agency’s oversight of 
compounding.^ In May 1996, in a House Commerce Committee hearing on FDA re- 
form legislation, FDA Commissioner David Kessler testified that the compounding 
provision being considered by the committee was likely to encourage large-scale 
manufacturing under the guise of pharmacy compounding, and could allow for po- 
tentially dangerous compounding of sterile products, leading to serious safety prob- 
lems or death.® 

In November 1997, S. 830, the Food and Drug Administration Modernization Act 
of 1997 (FDAMA) was signed into law as Public Law 105-115.® FDAMA added to 
the FD&C Act’s Section 503A, which addresses FDA’s authority over compounded 
drugs. Section 503A exempts compounded drugs from three critical provisions of 
the FDCA: the premarket approval requirement for “new drugs”; the requirement 
that a drug be made in compliance with current good manufacturing practice 
(cGMP); and the requirement that the drug bear adequate directions for use, pro- 
viding certain conditions are met. These conditions include, among other things, 
that the compounding be performed by a licensed pharmacist or physician, that 
there be a prescription for the compounded product for an individual patient, and 
that the compounded product be necessary for an identified patient. It allows FDA 
to restrict the compounding of certain categories of drugs (after notice-and-comment 
rulemaking), and limits the quantity of compounded drugs that a pharmacy could 
ship out of State to 5 percent of the total prescription orders, unless the State enters 
into a Memorandum of Understanding with FDA that addresses the distribution of 
“inordinate amounts” of compounded drugs out of the State, and the handling of 
complaints about compounded products shipped out of the State. Section 503A also 
contains restrictions on the advertising or promotion of the compounding of any par- 
ticular drug, class of drug, or type of drug, and on the solicitation of prescriptions 
for compounded drugs from prescribers. These provisions were the subject of subse- 
quent court challenges, which have produced conflicting case law and amplified the 
perceived gaps and ambiguity associated with FDA’s authority over compounding 
pharmacies. We look forward to working with Congress to address these issues. 

Looking Ahead 

FDA believes that there is a legitimate role for traditional compounding to provide 
needed drugs to patients that, for example, need a drug that is allergen free or have 
a medical need that cannot he met with an approved FDA product. However, we 
have grown increasingly concerned about certain compounding practices, and we 


H.R. 5256, Pharmacy Compounding Preservation Act of 1994, introduced Oct. 7, 1994, 1 co- 
sponsor; H.R. 598, Pharmacy Compounding Preservation Act of 1994, introduced Jan. 20, 1995, 
141 co-sponsors; H.R. 3199, Drug and Biological Products Reform Act of 1996, introduced March 
29, 1996, 205 co-sponsors; H.R. 1060, Pharmacy Compounding Act, introduced March 13, 1997, 
152 co-sponsors; H.R. 1411, Drug and Biological Products Modernization Act of 1997, introduced 
April 23, 1997, 16 co-sponsors. 

® Statement by David A. Kessler, M.D., Commissioner of Food and Drugs, Dept, of Health and 
Human Services, before the Subcommittee on Health and Environment, Committee on Com- 
merce, House of Representatives (May 1, 1996). 

® Public Law 105—115, FDAMA, 111 Stat. 2296 (Nov. 21, 1997), available at http:! Iwivw.gpo 
.gov I fdsys I pkg I PLAW-105publll5 1 pdf I PLAW-105publll5.pdf. 

“Id. 
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have seen an increasing number of incidents related to compounded drugs. The 
NECC/meningitis situation is the latest, and most serious, incident. As described 
above, FDA’s ability to take action against compounding, that exceeds the bounds 
of traditional pharmacy compounding and poses risks to patients, has been ham- 
pered by gaps and ambiguities in the law, which have led to legal challenges to 
FDA’s authority to inspect pharmacies and take appropriate enforcement actions. 

The Administration is committed to working with Congress to address the threat 
to public health from gaps in authorities for effective oversight of certain 
compounding practices. To that end, FDA has developed a framework that could 
serve as the basis for the development of a risk-based program to protect the public 
health. 

Risk-based Framework 

Recognizing the history of compounding practice, FDA supports the long-standing 
policy that all compounding should be performed in a licensed pharmacy by a li- 
censed pharmacist (or a licensed physician), and that there must be a prescription 
or order for an individual patient who has a documented medical need for the com- 
pounded drug. 

Further, we recommend that the statute recognize two categories of compounding: 
traditional and non-traditional. “Traditional compounding” would include the com- 
bining, mixing, or altering of ingredients to create a customized medication for an 
individual patient with an individualized medical need for the compounded product, 
in response to a valid patient-specific prescription or order from a licensed practi- 
tioner documenting such medical need. Traditional compounding plays an important 
role in the health system and should remain the subject of State regulation of the 
practice of pharmacy. 

“Non-traditional compounding” would include certain types of compounding for 
which there is a medical need, but that pose higher risks based on one or more of 
the factors identified below. Non-traditional compounding would be subject to Fed- 
eral standards adequate to ensure that the compounding could be performed with- 
out putting patients at undue risk. For example, enforcement could be by the FDA 
or by a State willing to effectively oversee the compounding activities, as determined 
by FDA. 

Factors that could place a product into the “non-traditional compounding” cat- 
egory might include some statutorily specified combination of: the type of product/ 
activity (e.g., sterile compounding); the amount of product being made; whether the 
production is being done before the receipt of a prescription or order for a particular 
patient (so-called “anticipatory compounding”); whether the compounded drug is 
being shipped interstate; or whether the drug is being dispensed to someone other 
than the ultimate user when it leaves the facility where it was produced. 

Non-traditional compounding should, because of the higher risk presented, be sub- 
ject to a greater degree of oversight, with the riskiest products subject to the highest 
level of controls, such as appropriate current good manufacturing practice (“cGMP”) 
standards established by FDA. In addition, FDA believes that with noted exceptions, 
certain products are not appropriate for compounding under any circumstances. 
These products would include: (1) what are essentially copies of FDA-approved 
drugs, absent a shortage justification based on the drug appearing on FDA’s short- 
age list; and (2) complex dosage forms such as extended release products; 
transdermal patches; liposomal products; most biologies; and other products as des- 
ignated by FDA. Producing complex dosage forms would require an approved appli- 
cation and compliance with cGMPs, along with other requirements applicable to 
manufactured drug products. We would seek to permit the Secretary to have suffi- 
cient flexibility in this area to make these exceptions necessary to address issues 
of public health. 

FDA would like to explore with Congress other authorities that would be impor- 
tant to support this new regulatory paradigm. For example, FDA should be given 
clear, full authority to collect and test samples of compounded drugs and to examine 
and collect records in a compounding pharmacy, just as the agency does when in- 
specting other manufacturers. FDA should have clear statutory authority to exam- 
ine records such as records of prescriptions received, products shipped, volume of 
operations, and operational records such as batch records, product quality test re- 
sults, and stability testing results. Such inspections are necessary to determine 
when a pharmacy exceeds the bounds of traditional compounding, to respond to pub- 
lic health threats, and to enforce Federal standards. 

FDA also believes that pharmacies engaged in non-traditional compounding 
should register with FDA so that FDA can maintain an accurate inventory of such 
pharmacies to facilitate appropriate oversight and coordination with State regu- 
lators. In addition, FDA would like to explore with Congress several other ideas 
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such as clear label statements identifying the nature and source of the non-tradi- 
tionally compounded product, and requiring non-traditional compounders to report 
adverse events. The labeling statements would provide prescribers and consumers 
with valuable information about the products they are using or taking so that they 
can make informed judgments about their use. Requiring non-traditional 
compounders to report adverse events, as drug manufacturers are required to do, 
would allow FDA and the States to identify trends and to proactively take steps to 
curtail dangerous compounding practices. Other appropriate regulatory and enforce- 
ment tools might also be useful. Funding will be necessary to support the inspec- 
tions and other oversight activities outlined in this framework. We look forward to 
working with Congress to explore the appropriate funding mechanisms to support 
this work, which could include registration or other fees, as Congress has authorized 
and FDA has implemented in other settings. 

In light of growing evidence of threats to the public health, the Administration 
urges Congress to strengthen Federal standards for non-traditional compounding. 
Such legislation should appropriately balance legitimate compounding that meets a 
genuine medical need with the reality that compounded drugs pose greater risks 
than those that are evaluated by FDA for safety and efficacy and subject to manu- 
facturing controls to ensure consistently high product quality. We recommend that 
it recognize the appropriate State role in regulation of traditional compounding, 
while authorizing Federal standards and oversight for non-traditional compounders 
that produce riskier products. We look forward to working with Congress in striking 
the right balance. 


CONCLUSION 

Protecting Americans from unsafe and contaminated drugs is not just an impor- 
tant responsibility of FDA — it is part of our core mission. To fulfill our mission, we 
must be able to proactively identify dangerous practices before they result in actual 
harm, and when necessary, intervene to minimize the damage and to prevent future 
similar events. Tragically, there have been 32 deaths to date associated with this 
outbreak. However, we are hopeful that our actions thus far and the ongoing inves- 
tigation are preventing unknown numbers of further deaths, which might have oc- 
curred had we and our partners not acted aggressively after we became aware of 
the outbreak. 

We look forward to working with Congress on legislation that will balance the 
need to allow legitimate forms of traditional pharmacy compounding with the need 
for adequate Federal oversight of higher risk pharmacy compounding practices. 

I am happy to answer any questions you may have. 

The Chairman. Thank you, Dr. Hamburg. 

Dr. Smith, welcome. Again, as I said, your statements will be 
made a part of the record in their entirety. If you could sum it up. 
I’d appreciate it. 

STATEMENT OF LAUREN SMITH, M.D., MPH, INTERIM COMMIS- 
SIONER, DEPARTMENT OF PUBLIC HEALTH, BOSTON, MA 

Dr. Smith. Good morning. Senator Harkin and Ranking Member 
Enzi and members of the committee. Thank you for having me here 
today. My name is Dr. Lauren Smith, and I’m the Interim Commis- 
sioner for the Massachusetts Department of Public Health. 

I must begin by saying that my thoughts are with the victims 
and their families of this tragic outbreak — some of the poignant 
stories described by Dr. Bell. I know that the numbers that rep- 
resent those made ill and those who lost their lives actually rep- 
resent real people with real stories. That only strengthens my re- 
solve to ensure that no other families have to suffer the heartbreak 
that these have. 

As a mother, a pediatrician, and a public health leader, I have 
devoted my life and career to protecting the health of others. These 
events invoke in me the same outrage that you and the rest of the 
public feel. For many of you, I know this hits very close to home. 
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For nearly 2 months, our department, along with the FDA, has 
conducted a joint investigation of the New England Compounding 
Center, the source of the devastating fungal meningitis outbreak. 
We have also investigated and shut down NECC’s sister compa- 
nies. NECC knowingly disregarded sterility tests, prepared medi- 
cine in unsanitary conditions, and violated their pharmacy license, 
which endangered thousands of lives as a result. NECC bears the 
primary responsibility for the harm that they have caused with 
these actions. 

I was given the responsibility as interim commissioner less than 
3 weeks ago to lead my department through this crisis. And like 
you, I have been trying to put together the pieces of the puzzle. 
First licensed by Massachusetts in 1998, NECC and its owner, 
Barry Cadden, have been the subject of numerous complaints re- 
sulting in a series of investigations by the State and the FDA. 

These investigations led the Board of Pharmacy to propose rep- 
rimand and probation in 2004. This proposal was inexplicably 
weakened in 2006, allowing NECC to continue to operate without 
any disciplinary actions pending an independent evaluation of its 
progress under a consent agreement. The Board of Pharmacy’s fail- 
ure to take decisive disciplinary action in 2006 on these complaints 
contributed to these tragic events. 

In addition, in April 2006, the Board of Pharmacy staff learned 
that the principal of PSI, the evaluator for NECC, had been con- 
victed of Federal crimes that resulted in 18 people being blinded. 
However, the staff did not share this information with the Board 
members before they accepted the report from PSI indicating that 
NECC’s compliance with the consent agreement had been com- 
pleted. These same staff members failed to act on a July 2012 re- 
port from a Colorado Board of Pharmacy that NECC had violated 
both Colorado and Massachusetts pharmacy regulations. These 
staff members have been removed from their jobs. 

Poor judgment, missed opportunities, and lack of action have al- 
lowed NECC to continue on this troubling path. We acknowledge 
that some of these lapses were preventable, but, clearly, all are un- 
acceptable. 

From the early days of this outbreak, the department has acted 
swiftly and decisively. We secured a surrender of NECC’s license, 
shut down its operations, and secured a total recall of NECC prod- 
ucts. We moved to permanently revoke NECC’s license, as well as 
the licenses of the three principal pharmacists who oversaw their 
operations. We also secured the suspension of operations of 
Ameridose and Alaunus, which are two other drug manufacturers 
also owned by Barry Cadden, which, as I’m sure you know, have 
been found to have substandard practices. 

While taking these strong and necessary actions, we have reex- 
amined our own State regulations regarding compounding phar- 
macies. Although our regulations are comparable to those in most 
States, they clearly need to be strengthened to address the realities 
of this evolving industry. On November 1, Massachusetts enacted 
a series of emergency regulations to bring greater scrutiny to this 
industry and require sterile compounding pharmacies to report 
both volume and distribution information to us. 
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In addition, licensed pharmacies will also have to report when 
they are the subject of either a State or a Federal investigation. We 
have also begun unannounced inspections of all sterile 
compounding pharmacies. Teams are conducting those inspections 
even as we speak. 

To further strengthen our oversight over sterile compounding 
pharmacies, we must also explore changes in State law. We have 
created a special commission to review best practices in other 
States and to identify stronger mechanisms of oversight of phar- 
macies such as these in Massachusetts. 

As we work to raise our standards in Massachusetts, we urge 
Congress to act to strengthen the Federal oversight. Congressman 
Markey’s leadership on this issue is laudable, and we hope this will 
address the regulatory black hole that exists currently between 
State and Federal oversight. 

As a pediatrician who has cared for acutely ill children and their 
families for close to 20 years, I understand that patients place a 
significant amount of trust in our healthcare system. We must use 
these terrible events as an impetus to work together as public 
health leaders and legislators to institute reforms to restore this 
trust and ensure that something like this never happens again. I 
know that we will keep the victims and their families always in our 
thoughts as we work to identify responsibility and to implement 
policies and practices that will be both effective and lasting. 

Thank you. I appreciate this committee’s interest in this matter, 
and I commend you for moving so swiftly to bring us together to 
discuss it. 

[The prepared statement of Dr. Smith follows:] 

Prepared Statement of Lauren Smith, M.D., MPH 

SUMMARY 

• For nearly 2 months, the Massachusetts Department of Public Health has con- 
ducted a joint investigation of New England Compounding Center (NECC) with our 
Federal partners at the Food and Drug Administration (FDA) to determine what 
caused the devastating fungal meningitis outbreak that has sickened hundreds and 
led to dozens of deaths across the country. DPH has also been jointly investigating 
sister companies Ameridose and Alaunus, Westborough, MA-based drug manufac- 
turers. 

• NECC knowingly disregarded sterility tests, prepared medicine in unsanitary 
conditions and unlawfully engaged in manufacturing, endangering thousands of 
lives as a result. 

• This testimony provides a chronology of events based upon documents, reports, 
and e-mails recently reviewed, beginning with NECC’s licensure in July 1998. It is 
a troubling history. 

• The Massachusetts Department of Public Health has taken swift and decisive 
actions since we became aware of the outbreak. 

• DPH secured a surrender of NECC’s license, shut down its operations and 
issued a total recall of NECC products. 

• Massachusetts sterile compounding pharmacies have been required to attest 
under penalty of perjury that they are meeting all State laws and regulations. 

• The Massachusetts Board of Pharmacy approved emergency regulations to en- 
hance oversight of compounding pharmacies. 

• We have begun unannounced inspections of the State’s 25 sterile 
compounding pharmacies to review how they function when they are not 
aware that an inspection is scheduled. 

• We have named Christian A. Hartman, an expert in pharmacy practice and 
patient safety, to chair a Special Commission on compounding pharmacies. 
We will look at best practices in other States, explore new ideas, and consider 
the interplay between State and Federal authority. 
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• We have removed three key employees from their jobs due to their failures 
to act at key junctures. 

• Massachusetts will continue to do whatever we can, make any changes, and 
identify any areas of new law to make sure something like this never happens 
again. 


Good morning. Chairman Harkin, Ranking Member Enzi, members of the com- 
mittee, thank you for having me here today. My name is Dr. Lauren Smith, I am 
the Interim Commissioner of the Massachusetts Department of Public Health and 
I welcome the opportunity to have this discussion. 

I want to say from the outset that my thoughts are with the victims and families 
affected by this tragic outbreak. As a mother, a pediatrician, and a public health 
leader, I have devoted my life and career to protecting the health of others. Have 
no doubt that these events invoke in me the same outrage that you and the rest 
of the public feel. The natural first question we all ask is “How could this possibly 
have happened?” The necessary second question is “What can we do to ensure that 
this terrible situation does not happen again?” 

For nearly 2 months, our Department has conducted a joint investigation of New 
England Compounding Center (NECC), alongside our Federal partners at the Food 
and Drug Administration (FDA), to answer these questions. 

NECC is a Framingham, MA-based pharmacy that compounds sterile medica- 
tions. It was identified as the source of the devastating fungal meningitis outbreak 
that has sickened hundreds and led to dozens of deaths across the country. For 
many of you, and for those with cases among your constituents in particular, I know 
these losses hit close to home. 

NECC knowingly disregarded sterility tests, prepared medicine in unsanitary con- 
ditions and unlawfully engaged in manufacturing, endangering thousands of lives 
as a result. NECC bears the primary responsibility for the harm they have caused 
with these actions. 

I was given the responsibility as interim commissioner less than 3 weeks ago, to 
lead my department during this crisis. And like you, I have spent the last several 
weeks trying to put together the pieces of this troubling puzzle. 

Although the majority of these events happened in the previous administration 
and well before I came to the Department, I offer the following chronology based 
on a review of documents and reports from the time. 

Let me begin by noting that by statute, the Massachusetts Board of Registration 
in Pharmacy, supported by the Department of Public Health’s Division of Health 
Professions Licensure, has primary responsibility for oversight of the practice of 
pharmacy in the Commonwealth. 

The Board of Pharmacy is an independent body, with 11 members appointed by 
the Governor. The Board has the responsibility and legal authority to license and 
regulate pharmacies and pharmacists. DPH staff investigators, lawyers, administra- 
tors, and an executive director support the Board’s operations. 

The Massachusetts Board of Registration in Pharmacy’s interaction with NECC 
began on July 16, 1998, when it obtained its initial license. On February 2, 1999, 
the Board received the first complaint against NECC, which alleged that the phar- 
macy had provided a prescriber with pre-printed prescriptions that specifically listed 
NECC medications. State law prohibits pre-printed prescriptions. Prescriptions are 
required to be patient-specific, and based upon the patient’s diagnosis, medical his- 
tory, allergies, tolerance, and the specific constellation of symptoms that the patient 
is presenting. This complaint was resolved in October 1999 with an informal rep- 
rimand letter, a non-disciplinary action. 

In April 2002, working with the FDA, the Board visited NECC and obtained 
records related to a recent MedWatch report concerning betamethasone, a com- 
pounded steroid suppository. The FDA investigator met with Barry Cadden, owner 
of NECC, and conducted an inspection on April 9, concerning procedures, sterility 
and recordkeeping. 

In October 2002, the Board initiated a joint investigation with the FDA at NECC 
related to the April 2002 betamethasone complaints as well as MedWatch reports 
associated with the use of methylprednisolone acetate, the injectable steroid medica- 
tion implicated in this current outbreak. The MedWatch reports pertained to two 
patients who received the steroid and experienced pain and headaches and were 
hospitalized with meningitis-like symptoms. Laboratory tests from these investiga- 
tions identified subpotency of betamethasone and superpotency of methylpredni- 
solone acetate. The FDA also noted contamination of one lot of methylprednisolone 
acetate with bacteria. These investigations continued into 2003. 
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Also in 2002, Board of Pharmacy member Karen Ryle convened a Task Force to 
study Board oversight of the compounding pharmacy industry. Barry Cadden served 
on this Task Force, which met for nearly 2 years. The Task Force discussed pro- 
posals to change regulations around compounding, but records do not show whether 
formal recommendations were made, and the Board did not adopt new regulations. 

In February 2004, the Board conducted a followup inspection of NECC and noted 
that all deficiencies surrounding sterility, safety, quality and procedures from the 
2002-3 investigations had been resolved. Just weeks later, however, the Board re- 
ceived a complaint, from a pharmacist in Wisconsin, expressing concerns with the 
safety of a topical anesthetic product. The complaint alleged that NECC advised the 
pharmacy to unlawfully use a staff member’s name rather than an individual pa- 
tient’s name in filling a prescription. The Board then in place resolved this com- 
plaint with a disciplinary warning letter on September 30, 2004. 

Based on this series of investigations, in September 2004, the Board voted unani- 
mously to sanction NECC with a reprimand, a 3-year probation, and a requirement 
that Barry Cadden obtain additional training in sterile compounding. NECC ob- 
jected to these sanctions, but the Board reaffirmed this approach through an addi- 
tional unanimous vote on November 23, 2004. 

More than a year later, on January 10, 2006, NECC entered into a non-discipli- 
nary consent agreement with the Board that was significantly weaker than the ear- 
lier version. The signed consent agreement stipulated a 1-year probation to be 
stayed with the condition that NECC hire an independent evaluator. The Board’s 
staff identified Pharmaceutical Systems, Inc. (PSI) as the evaluator to conduct in- 
spections of NECC’s compounding practices. 

Despite interviews with Board and staff members involved with these decisions 
and a thorough review of the limited records retained from this period, troubling 
questions remain about what influenced the more lenient consent agreement resolu- 
tion, given NECC’s track record. I will not be satisfied until we know the full story 
behind this decision. 

What we know now is that from January to April 2006, the independent evaluator 
PSI conducted an assessment of NECC’s compliance with United States Pharma- 
copeia Standards, and oversaw development of policies and procedures. PSI also 
issued recommendations for process improvement and provided training for NECC 
staff. An April 7, 2006 report from PSI described NECC’s compliance with the eval- 
uation. 

Our investigation has revealed that in late April 2006, some Board of Pharmacy 
and Health Professions Licensure staff, including the Board’s executive director and 
legal counsel, learned that PSI executives were convicted of Federal crimes related 
to defrauding the FDA and selling unapproved sterilization equipment to hospitals. 
However, we have found no evidence to indicate that the executive director or staff 
attorney of the Board provided this crucial information to the Board. Nor did they 
see fit to send inspectors back to NECC in 2006 to determine if they were fulfilling 
the requirements of the corrective action plan. 

In May 2006, the Board voted to affirm that NECC was in compliance with the 
terms of the consent agreement, thus accepting PSPs findings in overseeing NECC’s 
compliance. 

Consistent with Board policy at the time, which was to inspect pharmacies only 
upon a change in licensure status or upon receipt of a complaint, the next time a 
Board investigator returned to the pharmacy was 5 years later on May 24, 2011 to 
inspect NECC following its renovation and expansion. This inspection included a 
full review of the facility space, operations, sterility protocols, and compliance with 
United States Pharmacopeia among other factors. The inspector found no evidence 
to suggest that NECC was violating patient-specific prescription requirements, and 
no deficiencies were cited. 

In March 2012, the Board received a complaint pertaining to an insufficiently po- 
tent eye anesthetic distributed by NECC. This complaint focused on the potency of 
the medication but did not reference sterility concerns. This investigation continues. 

In July 2012, some of the same staff members who failed to inform the Board of 
the issues surrounding PSI received a report from the Colorado Board of Pharmacy 
documenting violations of Colorado and Massachusetts pharmacy laws. The informa- 
tion provided to the Board executive director and legal counsel by Colorado showed 
that NECC had distributed bulk shipments of drugs to many hospitals in that State 
between 2010 and 2012 without patient/specific prescriptions, in violation of NECC’s 
Colorado and Massachusetts licenses. The Colorado Board of Pharmacy issued a 
cease and desist order to stop NECC from engaging in the unlawful distribution of 
prescription drugs in the State in April 2011. Colorado informed the FDA of the ad- 
verse action, and provided them with the report, supporting evidence, and copy of 
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the order. However, there is no record of Colorado providing similar notice to the 
Board or DPH. 

Colorado contacted Board staff in July 2012 because NECC was violating the 
April 2011 cease and desist order by continuing to prepare and dispense bulk ship- 
ments without patient-specific prescriptions. However, after receiving the July re- 
port, both the executive director and legal counsel failed to order an investigation, 
inform the Board of the complaint, or take any other action on the Colorado com- 
plaint. 

The first two lots of contaminated methylprednisolone acetate linked to the men- 
ingitis outbreak were prepared in May and June 2012. The Colorado report was re- 
ceived 2 weeks prior to the production and shipping of the third lot of contaminated 
vials, which were prepared in August. Though issues of contamination with NECC 
products were not included in the Colorado report, given NECC’s history and the 
evidence from Colorado that the company was violating Massachusetts pharmacy 
regulations, prompt action was warranted. 

The individuals responsible for this failure to act have been removed from their 
jobs. These steps are consistent with the swift and decisive actions of DPH since 
we became aware of the outbreak. 

Late in the evening of September 24, the Tennessee Department of Health noti- 
fied our Department about a cluster of six exceedingly rare fungal meningitis cases. 
All six cases shared common risk factors, including an epidural injection of a steroid 
prepared by NECC. The Massachusetts DPH secured a list of medical facilities in 
23 States that had received shipments of the steroids from three suspect lots identi- 
fied by the Centers for Disease Control and Prevention. A day later, we secured a 
recall of those three lots, totaling 17,676 vials, and began our on-site investigation 
at NECC. 

On October 1, we were joined on-site at NECC by the FDA and commenced our 
joint investigation. Among a list of troubling findings, investigators observed visible 
black particulate matter in sealed vials that had been returned to NECC through 
the recall. Several batches of the drugs had been shipped by NECC prior to the com- 
pletion of internal sterilization tests. Investigators also found evidence that NECC 
had been dispensing medication in bulk shipments rather than filling a patient-spe- 
cific prescription for each dose dispensed. 

We secured a surrender of NECC’s license, shut down its operations and issued 
a total recall of NECC products. 

Our aggressive investigation not only focused on NECC, but also companies with 
shared ownership. On October 10, we secured the voluntary suspension of oper- 
ations of Ameridose, a Westborough, MA drug manufacturer also owned by Barry 
Cadden. This closure allowed for a full investigation by DPH and the FDA, and 
eventually led to a total recall of Ameridose products. Ameridose remains closed as 
the investigation continues. 

The Board of Registration in Pharmacy moved to permanently revoke NECC’s li- 
cense, as well as the individual licenses of the three principal pharmacists who ran 
NECC so they may never practice pharmacy in Massachusetts again. The Board 
also issued a cease and desist order to all pharmacy staff at NECC to bar them from 
any compounding activities. 

While taking these forceful and necessary actions, we have also reexamined our 
own approach to regulating this industry. 

It is clear that the compounding pharmacy industry has changed drastically from 
the days of neighborhood businesses that served a local clientele. We recognized 
that our State regulations needed to be strengthened to address the realities of this 
industry, which has evolved over time, and again we took action. 

On November 1, Massachusetts enacted a series of emergency regulations to bring 
greater scrutiny to the industry and ensure that we have the tools to prevent such 
a tragedy from happening again. 

Our new regulations stem from the lessons learned from this tragedy and require 
sterile compounding pharmacies in Massachusetts to report volume and distribution 
figures to the State, for the first time. This will alert us to any pharmacy that is 
acting like a manufacturer by producing medication on an industrial scale, which 
requires an FDA license and the additional scrutiny and adherence to high manu- 
facturing standards for safety and quality that FDA oversight requires. We are also 
requiring all licensed pharmacies to report to the State when they are the subject 
of investigations by any other States or the Federal Government. This will allow us 
to know when other entities have identified issues with pharmacies in Massachu- 
setts, including other States that issue non-resident licenses to pharmacies in Mas- 
sachusetts. 

The Board of Pharmacy’s prior approach to inspecting pharmacies when they first 
apply for a license, and then again only if they move or if there is a complaint. 
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though not out of line with the approach used by most States, is no longer sufficient 
to keep pace with the chan^ng nature of the industry. Since the outbreak we have 
begun unannounced inspections of the State’s 25 sterile compounding pharmacies to 
review how they function when they are not aware that an inspection is scheduled. 
Teams are in the process of conducting additional inspections as we speak. 

Massachusetts sterile compounding pharmacies have also been required to attest 
under penalty of perjury that they are meeting all State laws and regulations. 

To further stren^hen our oversight over sterile compounding pharmacies, we 
need to explore changes to State law. We created a Special Commission, and named 
Christian Hartman, an expert in pharmacy practice and patient safety, as its chair- 
man. The Commission will include members of the Massachusetts’ Legislature and 
experts in pharmacy practice, regulatory affairs, and patient safety. We will look at 
best practices in other States, explore new ideas, and consider the interplay between 
State and Federal authority. The first meeting of the Commission is scheduled for 
this month and this body will report its findings to the Governor by December 31. 

As we work to raise standards in Massachusetts, we urge Congress to act to 
strengthen Federal oversight. It is clear that the patchwork of disparate State regu- 
lations is not enough to keep the public safe. 

Congressman Markey’s leadership in putting forward legislation is laudable and 
would help fill what he has aptly called a “regulatory black hole” that exists be- 
tween State and Federal oversight. Congressman Markey’s report also shows that 
at least 34 States have had deaths or illnesses stemming from violations at 
compounding pharmacies nationwide before this current meningitis outbreak. We 
join Congressman Markey in supporting immediate Federal action. 

As a pediatrician who has looked into the faces of children and families at their 
most vulnerable moments, I understand the faith and trust that patients place in 
our health care system. I would never have contemplated that a medicine I might 
prescribe to my patients could actually be the source of such harm. We must use 
these terrible events as an impetus to work together, as public health officials and 
legislators, to reaffirm the trust that has been broken by the circumstances sur- 
rounding this outbreak. 

I pledge to you that Massachusetts will continue to do whatever we can, make 
any changes, and identify any areas of new law to make sure something like this 
never happens again. We intend to identify responsibility but also focus on reforms 
that will be effective and lasting. 

As the victims and their families remain always in our thoughts, we accept the 
challenge of reform that lies ahead. 

Thank you. I am happy to take your questions. 

The Chairman. Thank you, Dr. Smith, and thank you all. We’ll 
start a round of 5-minute questions. 

I wanted to have Dr. Bell here today. I know you weren’t at the 
hearing in the House yesterday. I thought it was extremely impor- 
tant for us and for the public to know just how important the inter- 
vention of CDC was in this. I’m going to read your concluding re- 
marks which I read last night. 

“The outbreak demonstrates the essential role that public 
health plays in identifying and responding to infectious disease 
outbreaks, large or small. Our national public health capacity 
is disseminated to State and local responders who work on a 
daily basis to keep our country safe from infectious diseases, 
whether they are from naturally emerging threats such as a 
new influenza pandemic or from human made problems such 
as contaminated medicines. CDC will continue to work with 
State partners, national experts, frontline clinicians and others 
to respond to the critical public health needs related to this 
outbreak.” 

Again, I think the public needs to be aware that we have an in- 
frastructure in this country with CDC, with our State departments 
of public health, with our field epidemiologists who instantaneously 
can intervene, track these threats down, keep our public safe. 
That’s why I thought it was so important for CDC to be here today. 
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both to outline — and I know we have another witness from Ten- 
nessee who will be here. You mentioned this person, Dr. Kainer — 
to let the public know that things happen, and we’re never going 
to be 100 percent safe, either from human-made problems or infec- 
tious diseases, as you mentioned, like influenza pandemics. 

I think it’s also important for us to know that the more we con- 
strain the budgets of the Center for Disease Control and Preven- 
tion and the budgets of our public health entities around the 
United States, the more we put the public at risk. We have for too 
long treated public health as sort of a stepchild of healthcare in 
America, something that, well, we just don’t have to pay attention 
to. It’s to our detriment, and people die, and people get sick if we 
don’t continue our support for public health in the United States. 

Senator Mikulski and I worked very closely in the Affordable 
Care Act to make sure that we had a strong component of public 
health in that bill. I just hope that my colleagues and others who 
are watching the proceedings will, again, note what has happened 
to public health funding in America. I know this is not an Appro- 
priations Committee meeting, but I wear two hats, and I’m sorry, 
but I’m going to wear that one here right now. 

In fiscal year 2009, CDC funding was $6,239 billion. Got that? 
In 2009, $6,239 billion. In fiscal year 2012, it’s down to $5,644 bil- 
lion, and yet we have more emerging diseases. We have more peo- 
ple. We have people moving more rapidly around the country. We 
have people moving from this country to other countries, back and 
forth, through commerce, through travel. Yet we continue to turn 
a blind eye to the need for public health infrastructure in this 
country. 

Dr. Bell, thank you, and I look forward to our witness from the 
State of Tennessee also and what they did to intercede in this. 

Dr. Hamburg, when I see the history of this and I read the his- 
tory of this and I see the two court cases. Fifth Circuit and Ninth 
Circuit — I’m not going to go into all that. You understand it. I have 
some sympathy for the FDA not knowing exactly what its role is 
going to be. But that’s OK. That’s the past. We have to do some- 
thing now. And, of course. I’m going to look to Senator Roberts and 
others who have been more involved in this in the past for some 
guidance and direction. 

Why don’t we just have a demarcation line? If a compounding 
pharmacy makes anything that goes outside the State boundaries, 
that’s FDA jurisdiction — anything. If it stays within a State, it can 
be State or it can be dual, depending. But anything that goes be- 
yond State borders, that must be under FDA purview. 

Dr. Hamburg. That isn’t the way the law is currently written. 
You’re asking a larger question of why don’t we do that. The prob- 
lem is 

The Chairman. I know that’s not the way the law is, but I’m say- 
ing why don’t we do that? 

Dr. Hamburg. The problem is that there is not a clear distinction 
between what is a compounder and what is a manufacturer, either 
in law or in practice. The industry is evolving in ways that can be 
very, very important to the healthcare system and the needs of pa- 
tients. 
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For example, it used to be in a hospital that the hospital phar- 
macy in the basement would make up intravenous bags with potas- 
sium chloride or other substances added in to be used on the floor. 
Because of volume and because of concerns about making sure that 
this is actually done under the best and most safe and most effi- 
cient circumstances, hospitals have started outsourcing some of 
those kinds of activities where they’re repackaging a drug or a 
medical product, and that can have real benefits. 

If we treat all of those individuals as manufacturers, we’ll have 
to have them submit drug applications for every one of those prod- 
ucts. They’ll he subject to user fees. We could hold them to stronger 
standards of compliance to good manufacturing practice, et cetera, 
and that would really have benefits. I think the challenge is we 
have to think about how to address this. 

The Chairman. Dr. Hamburg, I understand. I get all that. But, 
really, the essential thing is what is in the best interest of pro- 
tecting the public health. 

Dr. Hamburg. I think 

The Chairman. That’s the essential question. 

Dr. Hamburg. Yes. 

The Chairman. Now, if some people can’t protect the public 
health by making things in their basement, maybe they shouldn’t 
be making things in their basement. 

Dr. Hamburg. I guess what I would really propose is that we 
have an antiquated system, trying to fit a square peg into a round 
hole. What we have proposed in terms of a tiered system, I think, 
could get at these issues in a very responsible way. Traditional 
compounding on a small scale would remain under the purview of 
the States. 

Nontraditional compounding that gets us into this area would be 
addressed in a different way. For one thing, they’d have to register 
with us, so we’d know who they were and what they were making. 
We would have Federal standards that they could be held to, either 
enforced by the States or by the FDA. We would have to, in stat- 
ute, through a combination of factors, define what puts you into 
this category; what kinds of products you’re making, like sterile 
products; what volume of products; are you shipping interstate; 
other issues about shipping directly to the user or through a third 
party. We can do that together. 

Then there’s some products that clearly should only be under the 
purview of a full-fledged manufacturer and that simply should not 
be compounded because of the nature of those products, biologies 
and transdermal patches, extended release, and other things. Then 
copying an FDA-approved drug is also clearly not appropriate. 

The Chairman. OK. Thank you. I’m over my time. I will hold for 
Senator Enzi when he returns. 

Next I would recognize — oh, he’s not coming back? Then I would 
yield to Senator Roberts or Senator Alexander. This is in terms of 
how people appear on the committee. Senator Roberts ap- 
peared — 

Senator Roberts. It looks like I have appeared first. 

Dr. Hamburg, your past interactions with NECC, the New Eng- 
land Compounding Center, prior to the current crisis, which 
spanned over 6 to 10 years, depending on how you look at it — we 
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were taking a look at your testimony before the House. Were you 
Dingellized over there or, did you get around all that? 

Dr. Hamburg. That’s a term I’m not familiar with. 

Senator Roberts. There are a lot of us that are very much famil- 
iar with it. 

[Laughter.] 

You said that NECC has repeatedly disputed FDA’s jurisdiction 
over its facility. You cited a number of times during your inter- 
actions that NECC had done so. Isn’t it also true that each time 
the NECC disputed the FDA authority, the FDA responded, re- 
asserting its authority to regulate the NECC? Now, that cul- 
minated in the final communication between the FDA and the 
NECC in 2008 prior to the current crisis. 

The FDA wrote to the NECC to outline in no less than four 
pages — and we don’t need to get into reading the four pages, I 
hope — the numerous reasons why the FDA did have the authority 
to regulate and, furthermore, use its enforcement authorities with 
the NECC. I think that’s correct. 

Now, in fact, that letter went on to tell the NECC not only to 
clean up its act or there would be specific consequences, but also 
to confirm future inspections would occur to ensure the firm’s 
compounding practices are consistent with the policies articulated 
in the compounding guidelines. If this is correct, then I think we 
need a yes or no answer from you. That didn’t come in the House. 
One more time, did the FDA actually have the authority to regu- 
late and engage in enforcement actions against the NECC? Can 
you give us a yes or no? 

Dr. Hamburg. I’ll make you mad the same way I made Dingell 
mad in terms of it’s not a yes or no question, per se. We have au- 
thority, but it’s limited and 

Senator Roberts. I think you said it was a gray area. I don’t 
want a gray area. I want a black or white answer. Do you have 
that authority? Did you have that authority? 

Dr. Hamburg. We have limited — we have authority, but it is lim- 
ited and unclear and contested. 

Senator Roberts. That’s a hell of an authority. In May 2011, 
from the Colorado Board of Pharmacy, the FDA was informed of a 
cease and desist letter and related report accusing the NECC of il- 
legal distribution of compounded drugs. FDA officials, including 
Bruce Ota, the signatory to the 2008 FDA letter I was referring to, 
to the NECC threatening enforcement for such conduct and assert- 
ing jurisdiction over NECC, was individually notified according to 
the May 2011 email that was introduced into the record. 

The FDA then waited until July 2012, over a year, to suggest to 
Colorado they contact the Massachusetts Board of Pharmacy. I 
don’t know how you can explain this, with over a year. The State 
of Massachusetts fired and suspended the individuals who ignored 
the Colorado complaint about the NECC. By the time the FDA sug- 
gested in July 2012 that Colorado contact the Massachusetts Board 
for action, the NECC had already compounded some of the drugs 
that led to this tragedy. 

Indeed, if the FDA had acted in 2011, according to their letter, 
either to investigate or to notify Massachusetts of the NECC’s con- 
tinued violation, 30 lives could have been saved. Did the FDA take 
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any action against the FDA personnel who ignored this problem for 
over a year? 

Dr. Hamburg. Obviously, in the context of the situation, looking 
at that, questions are raised. When the communication came from 
Colorado, it was around an issue of NECC acting out of compliance 
with the Colorado Board of Pharmacy Registration and Licensure 
and the question of whether they were, in fact, registered with us 
as a manufacturer. 

I wish, in retrospect, that we had alerted the Massachusetts 
Board of Pharmacy at that time. It’s also important to underscore 
that that communication really was not about the kinds of sterility 
concerns and safety quality issues that underlie this ongoing out- 
break. 

Senator Roberts. OK. I appreciate that. My time is almost up. 
If you had inspected upon receipt of the Colorado complaint in the 
summer of 2011 and found the unsanitary conditions and the scale 
of production that existed at NECC, is it your position that you 
could not have shut the operation down despite a decade of evi- 
dence that NECC was a bad actor? That’s the first part. 

Last part: If that is the case, why do you assert the authority to 
cease, enjoin, or otherwise prosecute the recipients of your warning 
letters? Why in the hell send the warning letters if you can’t act 
on them? That’s just an empty threat. Why do we even have an 
FDA and why do you have a job if the FDA can’t stop back-alley, 
large-scale drug manufacturing that it knows about and writes let- 
ters about? 

Dr. Hamburg. If we had gone in in 2011, as you had suggested, 
and found unsanitary conditions and contaminated product, we 
could have acted with the full force of FDA authority as we have 
acted in other cases of compounding failures that have resulted in 
contaminated products. However, in terms of our routine oversight 
responsibility of NECC, that does rest with the State board of 
pharmacy if they are behaving as a compounder. 

Massachusetts was actually in that facility in 2011 and found 
that the conditions were satisfactory. It speaks to the fact that in- 
spections are only one piece of what can make a difference. What 
we are really trying to seek is a legislative framework that would 
enable us to hold these kinds of large-scale, nontraditional 
compounders to a set of standards, proactively in a preventive way, 
rather than using authority 

Senator Roberts. That’s what you want us to provide, a legisla- 
tive framework to really define that you do have the authority to 
act on your own letters? 

Dr. Hamburg. At the present time, our authority, because it is 
limited and unclear and contested, really forces us into a position 
of being reactive rather than proactive. With drug manufacturers, 
we can require and hold them to a different set of standards in 
terms of compliance with good manufacturing practice and the re- 
quirement of preapproval review for safety, quality, and manufac- 
turing controls. 

Senator Roberts. Thank you. I’m done. 

The Chairman. We’ve got to go around. Thank you. 

Senator Mikulski. 
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Statement of Senator Mikulski 

Senator Mikulski. Mr. Chairman, thank you very much for hold- 
ing this hearing. I, too, wish to express my condolences to the fami- 
lies who have passed away — one in Maryland. Today, their Sun 
paper reports a constituent whose name I can use because it’s al- 
ready in a public domain — Mr. Gerald Cohen, 71, retiree, filling his 
free time with gardening, enjoying the company of his grand- 
children, and being active in the community. Treated with steroids, 
he now is so sick from nausea, fever, and he eventually had a 
stroke. He told his wife, “I thought I was dying.” 

This is why we are here today, to look for the right regulation. 
Also, at the same time, regulation without resources is a hollow ex- 
ercise, and then resources without a workforce — the fact that we 
have to recruit people in science and train them to enforce these 
also needs to be part of this discussion. 

Mr. Chairman and colleagues, I hope this is the first of a series 
of hearings on not only regulatory reform but also on resource need 
and also on workforce need. I would hope today, too, we would look 
at not only what is not working but what did work. Obviously, Ten- 
nessee was really doing their public health job. Obviously, Colorado 
was really doing their job, because they sent an alert. So, we need 
to do those lessons learned. 

In the area of regulation. I’m very interested in the black hole 
of when do we go from the traditional role of compounding — with 
Senator Roberts we all agree exists — to where they’re now manu- 
facturers. Even when they do do traditional compounding, when 
are they just sloppy, dilatory, or dangerous? How do we get to that? 
The other is then the resources that Senator Harkin talked about 
and referenced. 

Dr. Hamburg, I’d like to come back to you. Do you feel that what 
you are suggesting with your two-tiered system would get us to the 
problem, or would you also think that there needs to be — that this 
would be a down payment on getting to this? As the market is 
evolving, market forces are evolving on compounding, and then our 
tendency in Congress is to be anti-regulatory, dump everything on 
the States, until there is a problem. Then we pound our chests and 
want the Federal Government to be involved. 

We’ve got a lot of convergent forces, even within this institution. 
Do you think your framework would get us to this, or do you think 
also we need additional work, say, through a commission, as sug- 
gested by Senator Roberts, or through the Institute of Medicine to 
go for an even more deep dive in this? 

Dr. Hamburg. I think that the tiered approach that we are pro- 
posing would make an enormous difference. Right now, really, 
what is a compounder versus a manufacturer is very unclear. 503A 
was Congress’ attempt to really clarify it, but it doesn’t define 
compounding anywhere. It doesn’t set an absolute limit on volume. 
It doesn’t set an absolute prohibition on compounding in advance 
of getting a prescription. 

Senator Mikulski. That’s the methodology. What would be the 
outcome achieved? 

Dr. Hamburg. What would be the outcome achieved? 

Senator Mikulski. In other words, if we go your way, yes. 
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Dr. Hamburg. Oh, I think there would he many, many benefits. 
We would. No. 1, be able to really know what the landscape looks 
like, who’s out there doing what. We would have a set of Federal 
standards that would be strong and really support quality. We 
would have authorities for adverse event reporting and an ability 
to have labels so people would know whether the product was com- 
pounded or not. We would clarify the issue around inspections so 
that when we went in, we’d be able to get access to the records that 
we need. 

Senator Mikulski. OK. Thank you. I want to go to Dr. Bell and 
Dr. Smith for my next set of questions. 

Dr. Bell, you referred consistently in your testimony about some- 
thing called the Epidemic Intelligence Service, and then how also 
those people trained in that service are working in a variety of 
States, one of which was Tennessee that, again, did such a superb 
job. 

Senator Alexander, we’d like to compliment the public health 
people in Tennessee. 

Could you, then, talk about the role of CDC, not only in this, but 
this Epidemic Intelligence Service, and how it would be of use in 
terms of ultimately bio surveillance at the local level which acted 
so quickly, because we can’t be in every place, everywhere, all the 
time? And it must go through the States. 

Dr. Bell. Yes. Thank you. Senator. The Epidemic Intelligence 
Service is a training program that CDC has had in place for actu- 
ally many decades. Many of us — and I hazard to say maybe most 
of us, even me with the gray hair — who have been at CDC for dec- 
ades started our careers in CDC in the Epidemic Intelligence Serv- 
ice. There is a very, very large cohort of epidemiologists in the 
State and local health departments who also trained at CDC. 

This is an extremely important resource that we have. There are 
other aspects 

Senator Mikulski. Just tell me what it does. 

Dr. Bell. Basically, it’s a training program, so 

Senator Mikulski. What do you train them to do? 

Dr. Bell. We train them to do field epidemiology. We train them 
to investigate outbreaks. We train them in how to work with the 
laboratories. We train them in how public health works. 

Senator Mikulski. Then they don’t stay at CDC. Some do. 

Dr. Bell. That’s correct. 

Senator Mikulski. Like the ones who were so pioneering in the 
work on early detection of Legionnaire’s Disease and others. But 
then they go to States. 

Dr. Bell. That’s right. 

Senator Mikulski. Then they work in State health departments 
or in a variety of other areas of the public health human infra- 
structure. 

Dr. Bell. That’s right. In fact, we have some Epidemic Intel- 
ligence Service officers that are assigned to State health depart- 
ments during their training. For example, this outbreak is a good 
example of how this EIS program works. 

Senator Mikulski. I have limited time. Dr. Bell. 

Dr. Bell. OK. Just to say that we have done what we call Epi- 
Aids. These are, in outbreaks, assistants that we provide. In this 
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situation, we’ve sent EIS officers out five or six times to help quick- 
ly — including to Tennessee very early on in the outbreak — to help 
the State health departments quickly identify the problem. 

Senator Mikulski. Now, tell me how much these people get paid, 
and what is their education? 

Dr. Bell. I can’t tell you how much they get paid. They gen- 
erally — 

Senator Mikulski. Are they GS-15s? Do they get paid $180,000 
a year? Do they get paid $45,000 a year? 

Dr. Bell. I think it depends on their level of training. They have 
to have an advanced degree. It could be a Ph.D., an M.D., or they 
could be a nurse with a master’s degree. They could be a veteri- 
narian. They could be a pharmacist. They have many different 
ways of entering GDC. 

Senator Mikulski. Thank you. My time is up. 

I would like to say to my colleague, Mr. Chairman, with your in- 
dulgence — to my colleague from Kansas, Senator Roberts — I would 
like, really, Mr. Chairman, to work with you to — we have the FDA 
recommendations. We have the Roberts Commission. I remember 
when you did that during the Affordable Care Act, and it was an 
impressive piece of work. 

We’re possibly going to lOM, the Institute of Medicine, where we 
have the appropriate regulation, where we don’t over-regulate so 
we strangulate. But at the same time, we have to really move on 
it. While we’re working to pass legislation, perhaps we need a proc- 
ess to get us to the right legislation and maybe a down payment 
on what we need to do, while we also look at the resources, which 
you identified, Mr. Chairman, and then these workforce needs, be- 
cause if you have the right roles without the right people, you don’t 
have anything. 

Thank you, and I appreciate this hearing. 

The Chairman. I want to reassure you. Senator Mikulski, and 
others on this committee that I have asked my staff to work with 
Senator Enzi’s staff and other staff on this committee to get a good 
bipartisan process going, to work together to achieve exactly the 
end that you say. That is ongoing right now. I want to reassure you 
of that. 

Senator Alexander. 

Statement of Senator Alexander 

Senator Alexander. Thanks, Mr. Chairman, for the hearing, and 
thanks to Senator Roberts for your leadership in the area. I cer- 
tainly intend to work with Senator Harkin and Senator Roberts, 
Senator Mikulski and others. 

I hope it’s our first order of business to answer these questions, 
not just whose job was it to prevent this tragedy, but whose job will 
it be to make sure it doesn’t happen again. That’s our job here 
today. This has been a nightmare for Tennesseans, as it has been 
for any Americans affected. We’ve had 32 — 13 Tennesseans died, 81 
Tennesseans are sick, and 1,000 more exposed. 

All of us are shaken, because we live in this country where we 
have this miracle that we walk into one of our 60,000 drug stores 
or pharmacies or go to our doctor or our pain clinic, and we get 
medicine, and we don’t think about it. We just assume it’s safe. 



37 


And then to suddenly go home and find that you’ve got fungal men- 
ingitis and you may die or he permanently disabled is a nightmare, 
not just for the families involved, especially them, but for all of us. 
I want to do everything I can to help solve this problem. 

Now, my experience as Governor, Mr. Chairman, was that when- 
ever I gave a job to more than one person, sometimes it came back 
not done. When I put somebody on the flagpole, it was surprising 
to see how fixing that responsibility got it done. Let’s start on what 
went right. 

Obviously, we had incompetence in the Massachusetts State 
Board of Pharmacy. We had confusion at the FDA. We had a text- 
book case of A-plus excellence at the CDC, the Centers for Disease 
Control, and at the State of Tennessee and at Vanderbilt Univer- 
sity, their partner, where they uncovered this within literally a 
matter of a couple of days, and in a few more days were able to 
alert everybody about it. 

Dr. Bell, whose job is it? Is it your job at CDC, once something 
like this is discovered, to let the world know about it? Is that your 
job, or is that the job of a lot of different people? 

Dr. Bell. Senator, that’s our job. 

Senator Alexander. So it’s clear. If that hadn’t been done, that 
would have been your responsibility, really. Right? 

Dr. Bell. Yes, sir. It’s our responsibility to let the world know 
about public health threats. 

Senator Alexander. Right. And you did a superb job. Let’s go 
back. What we’re hearing from the FDA is they had some author- 
ity, but it was confusing. We hear from Massachusetts — or I’ll just 
say it. Massachusetts — well, let me ask Dr. Smith. 

Massachusetts clearly had the authority to regulate this 
compounding pharmacy. Correct? 

Dr. Smith. That’s correct. 

Senator Alexander. So Massachusetts clearly had the authority. 
FDA had some authority, but there was confusion. It seems to me 
that one guiding principle in terms of working this out is let’s stop 
this dual responsibility. Let’s put either the State board of phar- 
macy on the flagpole or the FDA on the flagpole and get the other 
one out of it. 

Now, I’ll give you an example of that. In surface mining, we have 
a procedure in the State where the EPA and the Department of In- 
terior may delegate to States the whole responsibility for regu- 
lating surface mining, or they may take it back. If something bad 
goes wrong, and Tennessee has that responsibility, it’s Tennessee’s 
fault. If Tennessee gave it back to the Federal Government, it’s the 
Federal Government’s fault. At least everybody knows who’s on the 
flagpole for that. 

Dr. Hamburg, would you be in favor of a system that would say 
to a State like Massachusetts that for 10 years has been incom- 
petent in managing a compounding facility like this that it should 
take over completely compounding of pharmaceutical drugs? 

Dr. Hamburg. There are many different models that 

Senator Alexander. No. I’m asking you would you be in favor 
of that model? Do you think it makes sense to have a model where 
you may delegate to Massachusetts or any State, for example, the 
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responsibilities for even sterile compounding or advanced com- 
pounding, or you may keep it? 

Dr. Hamburg. I think first 

Senator Alexander. But if you kept it, it would be your respon- 
sibility, and you couldn’t say you were confused about it. 

Dr. Hamburg. Traditional compounding on the local level should 
remain the responsibility of States. Nontraditional com- 
pounding — 

Senator Alexander. How much of that goes on? Traditional 
compounding, as I understand it, happens in most pharmacies. Is 
that right? 

Dr. Hamburg. Most pharmacies. We don’t know the numbers be- 
cause they don’t register with us. There are many, many, many, 
many thousands. 

Senator Alexander. I’ve heard an estimate of 60,000 pharmacies 
or drug stores. 

Dr. Hamburg. Yes. 

Senator Alexander. That’s traditional compounding. Advanced 
compounding — how much of that is there? 

Dr. Hamburg. We think there are about 7,500 pharmacies doing 
so-called advanced compounding, and then about 3,000 that are 
doing sterile processing. For those, we should have Federal stand- 
ards that could be enforced by the State or by the Federal Govern- 
ment. 

Senator Alexander. Now, that’s my problem. Why would you 
say “or by the Federal Government?” Then we have a hearing 5 
years from now, and we have another tragedy, and the State says, 
“Well, we could have done it,” and you say, “We could have done 
it.” I’d like to see one of you say, “It was our job,” just like Dr. Bell 
said. 

Dr. Hamburg. I guess I’m saying that’s a subject for discussion. 
Some States are very strong in terms of their boards of pharmacy. 
Others are much weaker. 

Senator Alexander. How do we pick and choose? If I’m sitting 
down in Gainesboro, TN, I don’t care which one it is. Whether it’s 
the Federal Government or the State government, I want the one 
that’s going to do the job. How do you decide that? 

Dr. Hamburg. I think it should be made explicit. 

Senator Alexander. So you agree that one person should 
have 

Dr. Hamburg. I do think we should make it explicit. 

Senator Alexander. With advanced compounding, either Federal 
or State should be in charge. Is that right? 

Dr. Hamburg. For nontraditional compounding, there should be 
Federal standards that apply to certain types of practices that go 
to issues of quality and safety. 

Senator Alexander. Instead of telling somebody else what to do, 
why don’t you just do it? Is it too big a job to put all here? 

Dr. Hamburg. It would certainly enormously expand what we do 
presently. We’ve got about 5,600 drug manufacturers and facilities 
that we routinely are responsible for oversight of and inspection. 

Senator Alexander. Let me answer my own question and say 
it’s too big a job to put it all here. Would you then certify State 
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agencies as adequate to do sterile compounding or inadequate to do 
it? And what if they fail to do it? 

Dr. Hamburg. We need to discuss the range of options. That 
would certainly be one model that could work. I would like to see, 
though, some consistency of the standards applied, and I think a 
Federal standard would enable us to do that. 

Senator Alexander. Thank you, Mr. Chairman. 

The Chairman. Thank you. I just want to say we will have a sec- 
ond round here for this panel. 

Senator Hagan. 


Statement of Senator Hagan 

Senator Hagan. Thank you, Mr. Chairman, and thank you and 
Senator Enzi for holding this hearing today and the continued bi- 
partisan leadership of this committee. I also want to thank our wit- 
nesses for coming today, and I certainly have heartfelt and sym- 
pathy condolences to all of the families and individuals who have 
gotten sick from this, ultimately have died, and then all of the 
other people who are very worried about what might happen. 

Confronting this outbreak is a pressing national concern. Over 
451 people in 19 different States have developed fungal meningitis, 
and 32 people have died, one of those individuals in my State, a 
woman, Elwina Shaw. I actually had an opportunity to speak with 
her son and with her husband. She was 77 years old. She was very 
active. Her husband said you couldn’t slow her down. She was busy 
from the morning until she went to bed — active. She loved to gar- 
den. She had back pain this summer. She went to get treated and 
had three steroid injection shots. When she ended up getting a mi- 
graine headache, she just didn’t know what to do. She had nausea, 
and she really just wanted to stay in bed. 

She went to the hospital, and they treated her for migraines. The 
headaches returned. Her family took her back, and that’s when 
they diagnosed the fungal meningitis. She stayed at the hospital 
for over a month. She then had two strokes. She was left without 
speech and motor functions. Her son, Scott, said this was a horrible 
death, that she had black fungus that had to be swabbed from her 
mouth and suctioned, and it was just a horrible situation. 

Fifty-two days after the injection to relieve her back pain, she 
passed away. What is really ironic about today — today would have 
been her 78th birthday. We all know that these are terrible situa- 
tions, and we are committed to acting to be sure that something 
like this never happens again in the United States. 

Dr. Hamburg, what I’m trying to understand is — if you can help 
give some thought and guidance to — why in February 2003 the 
FDA designated the New England Compounding Center a phar- 
macy rather than a manufacturer? The investigation then was into 
the same pharmacy compounding the same drug that led to the 
same result of fungal meningitis. I’m just wondering if this sce- 
nario could have been avoided 10 years ago. 

Dr. Hamburg. We were actively involved in the investigation be- 
ginning in 2002 of the contaminated products, working to get the 
products off the shelves and limit the damage. In terms of the on- 
going efforts to remediate the sterility concerns, we were working 
with the State board of pharmacy. Together we determined that 
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NECC — as I understand it. I, of course, wasn’t commissioner at the 
time, so I’m relying on records and what I’ve heen told. 

As I understand it — and I’ve looked at the notes, the minutes of 
the meeting — there was a determination that NECC was behaving 
as a compounding pharmacy, and under the existing legal frame- 
work, that is the appropriate authority of the State board of phar- 
macy for regulatory oversight. They took the lead and began a se- 
ries of steps with NECC to address the sterility concerns. We tried 
to be as helpful as we could be. It was clearly determined that it 
was the Massachusetts Board of Pharmacy’s responsibility to work 
with NECC on this important issue. 

Senator Hagan. We certainly see what has happened in the in- 
terim. That’s why we’re obviously holding this hearing and looking 
at the actions that we need to take. And I know we’re on a short 
timeframe today. 

Dr. Smith, I wanted to also thank you for coming. I know you 
recently became the interim commissioner. Given the integral role 
that the Massachusetts Board of Pharmacy has played in the cur- 
rent outbreak, I want you to shed some light on its failure to prop- 
erly discipline the New England Compounding Center over a longer 
period of time. 

Yesterday, when I spoke to Elwina Shaw’s son, Scott, he said, 
“These companies are allowed to make drugs in the back end of a 
recycling facility?” The disturbing thing is — and this is his quote — 
is that “someone in this Nation thought that was a good idea. It 
makes no sense.” 

I have to ask you. Dr. Smith, why in April 2011 did the NECC 
receive a permit to expand its facilities when the FDA later found 
out that its building was 100 feet from the mattress and plastics 
recycling plant, and that black particulate matter near the HVAC 
system was contaminating sealed vials of the steroid now causing 
this current meningitis outbreak? When the Board granted that re- 
quest, did it know that the same family that owns NECC also owns 
that recycling plant? Any comments? 

Dr. Smith. Certainly. When the board of pharmacy did the on- 
site inspection that you’re referring to, it was in the situation of 
NECC requesting an expansion or a change in its physical plant. 
The inspector at the time did the on-site inspection, looked at about 
10 or 12 different areas, including sterility, quality assurance, staff 
training, among a number of others. At that time, the inspector’s 
report, which I know we’ve shared with this committee, indicated 
that there were no issues. 

Now, it is not a specific aspect of the report to look at the broad- 
er outside environment and the siting of the facility. However, 
going forward, that is certainly something that we can look at. 

Senator Hagan. But in the FDA report, it did show that this 
black particulate matter was close by and, obviously, could have 
tainted some of the medicine. 

Dr. Smith. There were a number of substandard practices that 
NECC had, including the interior contamination that you’re dis- 
cussing, as well as a disregard for their own policies and proce- 
dures regarding sterility, and, obviously, their disregard of Massa- 
chusetts pharmacy law. 
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Senator Hagan. Obviously, there are many issues that we have 
to determine, and I appreciate you holding this hearing. Thank 
you. 

The Chairman. Thank you. Senator Hagan. As I said, we’ll have 
an extra round for Senators to followup on. 

Senator Blumenthal. 

Statement of Senator Blumenthal 

Senator Blumenthal. Thank you, Mr. Chairman. I want to join 
in my thanks to you and Senator Enzi for holding this hearing as 
I suggested and urged that you do in the wake of this tragedy and 
express my sympathy to the families and individuals who have 
been affected by it, and also my respect for Commissioner Hamburg 
and the excellent institution that you lead. 

Unfortunately, having reviewed many of these documents, hav- 
ing spoken to experts in the field, having reviewed the history here, 
the conclusion is inescapable that this tragedy could and should 
have been prevented by more effective enforcement of existing 
laws. NECC was a known risk to both Federal and State regu- 
lators, but both failed to take any dispositive and effective action 
to stop this kind of tragedy, action that could have been taken 
against both NECC and Ameridose. In effect, they were disasters 
waiting to happen. In fact, they waited to happen for about a dec- 
ade. 

Going through the history, I understand your view that the 
FDA’s authority was, as you have said — and I think you’ve used 
this formulaic expression a number of times — contested, limited, 
and unclear. But so is a lot of Federal authority and State author- 
ity, and it’s used effectively to prevent wrongdoing and law break- 
ing by companies like NECC that cannot only imperil the health 
of people but actually kill them, as this company did through its 
contaminated product. 

I think that a lot of the questioning that you’re seeing here re- 
flects a skepticism on the part of Congress and the public about 
whether the FDA will use this enhanced authority more effectively 
than it has used the authority that it has had to date. I think that 
the assurance that the FDA now has to give is that it will be vig- 
orous and zealous in using new authority, if it’s given that author- 
ity, and I think that that is a challenge for the agency at this point. 

It’s a challenge for the Federal Government and certainly for 
State authorities as well. We don’t have jurisdiction over them. I 
would suggest to you that the jurisdictional question ought to be 
resolved very simply and starkly. If a company manufactures 
drugs, you regulate them now, do you not? 

Dr. Hamburg. Drug manufacturers we regulate, yes. 

Senator Blumenthal. Correct. In other words, if a company pro- 
duces pharmaceutical drugs without a specific patient prescription, 
they are regulated by the Federal Government. That ought to be 
the rule. 

Dr. Hamburg. As I understand it, that is not currently, in fact, 
in the law. 

Senator Blumenthal. It certainly was the intent of Congress. 
Those decisions that so swayed the FDA to avoid asserting its au- 
thority and jurisdiction were also unclear, limited, and contested. 
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An enforcer knows, in that situation, the only way to protect the 
public is to use what authority he or she has. 

Dr. Hamburg. Yes. 

Senator Blumenthal. In this instance, whether it’s in 2004, the 
inspection report that involved the FDA; 2006, where a warning 
letter was issued and NECC never responded until 2007 and then 
the FDA never got back to them until 2008, the FDA failed to use 
its existing authority. I’m suggesting to you that the jurisdiction 
ought to be asserted as widely and effectively as possible and that 
there be no ambiguity in the law as there is now. 

To the extent you use a multi-tiered, complicated, differentiated 
approach, you will embark on the same kind of perilous voyage 
that you have in the past. 

Dr. Hamburg. If I can make two quick points, one is I completely 
agree with what you’re saying. Frankly, I wasn’t there, but I wish 
that the responses had been more timely, there had been better 
communication with the States, and that the outcome had been dif- 
ferent. As far as using our existing authorities, during my tenure, 
we have tried to be proactive or aggressive in responding to prob- 
lems that come before us. 

There have been a series of incidents where we’ve had problems 
with contaminated products for intraocular injection or problems 
with other compounded products, and we have moved in quickly, 
as soon as we heard about the cases, done the inspections, gotten 
the companies to recall the products. In some cases — in most of the 
cases, in fact, they’ve stopped compounding sterile products. 

In one instance that was actually a veterinary case that occurred 
right before I became commissioner, we decided to go after the 
compounding pharmacy after 21 horses were killed because of 
super potent medication that they were provided with by a 
compounding pharmacy. We lost in court. Later, we had a problem 
with that same compounding pharmacy for an important human 
medical product, and there was serious injury as a result. We went 
back in, we recalled the product, we got them to stop practices, and 
they’re not compounding now. 

We have tried to use the authority that we have, but it is reac- 
tive. What I would like would be to have a system in place that 
was statutorily defined, that would assign roles and responsibil- 
ities, that would define standards of quality practice, that would 
help us to prevent problems from happening in the first place. Just 
looking at the map in terms of how the statute governing our over- 
sight of compounding pharmacies currently exists, it applies in 
some parts of the country and it doesn’t in others, and there’s a big 
gray area. That can’t be good for anyone. 

What I’m saying is that — as Senator Roberts said, this is cer- 
tainly the most tragic of the events that we’ve seen. For more than 
a decade, there have been problems in this area, and there will be 
more problems unless we really work together, to make sure that 
we have the overriding, legal authorities that are strong and clear 
and explicit. I just think we can do better. 

Senator Blumenthal. I agree. 

And I apologize, Mr. Chairman, because my time has long ex- 
pired. 
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Overriding is the key word, overriding local authorities that may 
he reluctant to enforce. Your joh — and it is uniquely and always the 
joh of the Federal Government to establish standards that protect 
the public health and safety where there is a national impact, and, 
clearly, there is a national impact here. When a drug compounding 
pharmacy — whatever terminology you want to use, traditional, non- 
traditional, big, small — if they manufacture a drug, if they make it 
without a specific individual prescription, that’s manufacturing. 
You do that now. Why not for these as well? 

Thank you, Mr. Chairman. 

The Chairman. Thank you very much. Senator Blumenthal. 

I will, for the record, say that the first phone call I received after 
this outbreak occurred was from Senator Blumenthal, urging us 
and urging this committee to really engage in this. Based on that, 
we got our committee staff involved in it immediately. 

I thank you for your diligence and being on top of this. Senator 
Blumenthal. 

Senator Blumenthal. Thank you, Mr. Chairman. 

The Chairman. Senator Bennet. 

Statement of Senator Bennet 

Senator Bennet. Thank you, Mr. Chairman. I want to thank you 
and the Ranking Member for holding this hearing. 

This may be the most needless tragedy that I’ve seen since I’ve 
been here. I’ve appreciated the work that we’ve done over the last 
several years with the FDA to try to figure out how we get a drug 
supply in this country that’s actually safe. When I learned, for ex- 
ample, that 80 percent of the active ingredients in our pharma- 
ceuticals are coming from abroad and there was no regulatory 
framework in place, we all went to work on that. We’re working to- 
gether, and I appreciate the chairman’s leadership on a track-and- 
trace system in this country. 

This was an event that never had to happen. I wanted to ask a 
question to Dr. Smith and Dr. Hamburg about this. 

Thank you for being here today. Thank you all for your testi- 
mony. 

Dr. Smith, as you relayed in your testimony, the Colorado Board 
of Pharmacy issued a cease and desist letter to the New England 
Compounding Center in both April 2011 and July 2012, twice, be- 
cause NECC had continued to violate its licensure in both Colorado 
and Massachusetts by issuing numerous compounded drugs with- 
out patient-specific prescriptions. Both times, our board of phar- 
macy in Colorado also informed the Massachusetts Board of Phar- 
macy, as well as the local Denver office of the FDA. 

I’ve been informed that upon receipt of both complaints, the exec- 
utive director of the Massachusetts Board failed to assign an inves- 
tigator to this complaint. After the outbreak, they also failed to 
alert the Massachusetts Department of Public Health officials of 
this complaint. Obviously, our State had the diligence and re- 
sources to be on the lookout for NECC products. Others, for some 
reason, did not and as a result this tragedy occurred all over the 
United States of America. 
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Dr. Smith, I want to know whether you felt the response to the 
Colorado Board of Pharmacy was adequate, and, if not, how you’re 
going to fix this problem going forward. 

And, Dr. Hamburg, I’d like to ask you about when a State board 
of pharmacy serves in its good actor role by issuing these cease and 
desist letters and notifies the Massachusetts Board and their local 
FDA office, how we can better prioritize this at the Federal level. 
As Senator Alexander said, how can we better strengthen the role 
of either the States or the Federal Government to take responsi- 
bility in a circumstance like this one? 

Dr. Smith, I’ll turn it to you. 

Dr. Smith. Thank you. Just to be clear, while the executive direc- 
tor of the Board of Pharmacy did receive notification from the Colo- 
rado Board of Pharmacy regarding the cease and desist that was 
done in April 2011, we have not found any record that there was 
any communication from the Colorado Board of Pharmacy at that 
time back in 2011. 

Now, that said, clearly, when we got the information from the 
Colorado Board of Pharmacy in July 

Senator Bennet. I don’t think I understood what you just said. 
Can you say that again? 

Dr. Smith. I’m sorry. If I heard you correctly, you indicated that 
back in 2011 and then again in 2012, the Colorado Board of Phar- 
macy communicated with the Massachusetts Board of Pharmacy. 
What I was saying is that we haven’t found any record of a commu- 
nication between Colorado and the Massachusetts Board until July 
2012. 

Now, that said, it is clear that it was a serious and, grave lapse 
of judgment executed by the board’s executive director not to fol- 
lowup on what Colorado sent. The report was clear. It indicated 
with sufficient detail that NECC was clearly operating outside of 
Massachusetts pharmacy laws. The board certainly knew of NECC 
at that time and that it had issues. It should have been a red flag 
that was followed up on, and it wasn’t. That clearly was, frankly, 
a mistake, a grave one, and we have acted since then to remove 
that employee. 

Senator Bennet. It’s one of those things where it doesn’t even 
feel like it’s a gray area. It feels to us like it was a flashing red 
light. 

Dr. Smith. I agree. What I can say is when I learned of this 
email exchange and the fact that we, the board of pharmacy, knew 
this in July 2012, I was astounded, baffled, and incredibly angry, 
because that was something we should have acted on. 

Senator Bennet. Dr. Hamburg. 

Dr. Hamburg. In retrospect, clearly, I would have hoped that 
there would have been greater communication. That speaks to the 
issue that was raised about ensuring the appropriate level of back 
and forth communication and coordination with our State partners. 
When this email was received, it was in the context of a violation 
of State pharmacy registration and licensure. While there was an 
indication that they had sent product in the absence of specific pa- 
tient prescriptions, there was no indication of a safety or quality 
concern that was being raised. 
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We really felt that it was — as I understand, those kinds of issues 
are often handled by the State board of pharmacy. We should have 
made sure that Massachusetts was aware, and it underscores the 
need for greatly enhanced communication and coordination. The 
other aspect speaks to the larger question that we really need to 
work on clarifying and trying to figure out how to address this 
issue of compounding versus manufacturing and when does one au- 
thority kick in and when does the other apply. 

Senator Bennet. I think Senator Alexander hit the nail on the 
head. It’s a question of clarity, of what the roles and responsibil- 
ities here really are, so that what, at the best, is bureaucratic in 
difference — and it’s probably worse than that, I suspect — causes 
this kind of thing. 

Mr. Chairman, thank you for holding this hearing. 

The Chairman. Thank you. Senator Bennet. 

I’m starting another round. I don’t know how many Senators 
would like to have more questions. I just have a couple. 

Dr. Hamburg, unlike NECC, where there is a lack of clarity, as 
we now know, regarding the FDA’s authority, there’s another com- 
pany called Ameridose. 

Dr. Hamburg. Yes. 

The Chairman. Owned by the same people, run by the same peo- 
ple, closely aligned. Ameridose is registered with the FDA. Al- 
though it is essentially a large-scale compounder — it is a large- 
scale compounder — it provides products to hundreds of hospitals all 
over the country. Now, given that the two companies are owned 
and run by the same people, that the FDA inspectors documented 
many similar serious problems at Ameridose and NFCC, could the 
contamination just have easily occurred at Ameridose? 

For example, in 2008, the regional inspector for the FDA rec- 
ommended a warning letter to be issued to Ameridose, but it never 
got sent. I’m wondering whether what you’re recommending is 
clarifying enough, that compounders like NECC are subject to 
FDA’s authority. Is that really enough, if FDA already had the au- 
thority with regard to Ameridose? 

Dr. Hamburg. I can’t speak to the specifics of Ameridose because 
it is the subject of an ongoing investigation. It speaks to this issue 
of these hybrids of compounding pharmacies that are merging more 
into manufacturing, and the fact that we do need a system that is 
clearer. 

Registration with the FDA does not necessarily mean that they 
become a drug manufacturer. People register with us for all kinds 
of reasons and never even are putting anything into commerce. It 
means, we get their name and address. We never got listings of 
products that Ameridose was manufacturing, but we were engaged 
with them in terms of inspections and responding to some specific 
complaints and concerns. 

I really think we need to work together to figure out how to ad- 
dress this evolving field of nontraditional compounding, because it 
can serve an important need. We need to be able to define it more 
and be able to really apply the right enforcement approaches. 

The Chairman. I got it. I got that. I just keep saying that FDA 
had authority over Ameridose but didn’t exercise that authority. 
This was clear. 
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Dr. Hamburg. We were in Ameridose and took some actions re- 
lated to some specific concerns in the facility. In 2010, I think it 
was, we were in there around an issue with a particular product, 
nicardipine, I believe. 

The Chairman. I will take a look at that. I just know that in 
2008 

Dr. Hamburg. There was a — my colleague was just reminding 
me — a recall of a super potent 

The Chairman. Oh, this. 

Dr. Hamburg [continuing]. Fentanyl product. 

The Chairman. That’s very true. One was super potent and one 
was subpotent. 

Dr. Hamburg. There was one that was dramatically super potent 
and one that was less potent. We were in there and we did take 
actions. Again, I can’t speak to all the specifics because we’re still 
investigating, looking at that internally as to what we should have 
done, and it’s part of a broader investigation. 

The Chairman. OK. I got that. I’ll look at Ameridose, but it 
seems to me that that was a clear cut case but we still weren’t ex- 
ercising authority. 

I did have one more question. Dr. Smith. You know, I look at this 
history, and I’m pointing it out not just to point a finger at some- 
thing and to chastise, but to understand that certain structures 
don’t accomplish what people think they accomplish. In 2003, staff 
from the FDA met with the staff from the Massachusetts Board of 
Pharmacy to discuss, 

"... the potential for serious public health consequences if 
NECC’s compounding practices, in particular, those relating to 
sterile products, are not improved.” 

That was in 2003. 

At that meeting, consensus was reached that primary jurisdiction 
over NECC rested with the board, Massachusetts. The board then 
took 1 year to get a staff investigator to recommend censure, 6 
months to actually issue a censure in the form of a draft consent 
decree, another whole year to arrive at a signed consent decree 
which then lasted for all of 6 months. 

In all, it took the board 4 years from the time MPA-caused men- 
ingitis was reported to make NECC hire a third party to review 
and improve its sterility procedures. Again, this is not effective 
oversight. 

Maybe I’m making a statement more than a question. I’m saying 
that sometimes we set up these structures, and we people them 
with the very people that they’re supposed to be policing. In this 
case. I’m informed that a member of this board is a person who ac- 
tually works for Ameridose, and his or her paycheck — I forget the 
gender of the person — their paycheck comes from the very company 
that they’re supposed to be overseeing. 

We see this happening in a lot of different States, where boards 
are set up but they’re peopled with the very people that they’re 
supposed to be policing. They’re all friends. They go to the same 
clubs. They belong to the same this and the same that, and it’s sort 
of a wink and a nod and a pat on the back. Sometimes that’s why 
I think that for effective oversight, you need the expertise of people 
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in the field, but only to inform a board, not to actually exercise that 
kind of jurisdiction. 

Dr. Smith. You bring up very important points. The Board of 
Pharmacy in Massachusetts, by statute, indicates who is allowed to 
be on the board. Certainly, in evaluating as part of this review the 
function of the board, that’s something that’s also going to be taken 
up by the special commission that we’ve established to be able to 
really provide us with best practices about what kind of board 
makeup might be better suited or better balanced to be able to per- 
form the oversight function that is so crucial. 

If I could just say one other thing about the lapses that you 
clearly point out, I would say that the emergency regulations that 
we issued on November 1st include two that I think are very im- 
portant. One would be to require pharmacies in Massachusetts who 
are the subject of State or Federal investigations to disclose that 
and make that known to us. That would get at the issue that Sen- 
ator Bennet raised of Massachusetts not being aware at the time 
that Colorado issued a cease and desist letter. That would be very 
important. 

The other would be that sterile compounding pharmacies must 
supply information about volume and distribution patterns to the 
State board. Right now, that is not required. And, clearly, 
compounding pharmacies like NECC who are acting in a de facto 
manufacturing-like role would then have to tell us information 
about how much they’re making, what they’re making, and where 
they’re shipping it to. 

That would allow us to identify pharmacies that are doing that 
kind of practice, as opposed to the neighborhood compounder that’s 
doing that necessary compounding or the ones that are doing it 
within State law, which is one prescription at a time. NECC was 
violating that as well. 

The Chairman. Got it. Thank you. 

Senator Roberts. 

Senator Roberts. Thank you, Mr. Chairman, and thank you for 
citing the timeframe that is most frustrating to this. 

Doctor, you said that if there were sterility issues, you could 
have shut the manufacturer down. I’m having a lot of trouble here 
with this. On 4/16/2002, EDA report cited sterility issues and lack 
of accountability by NECC and Mr. Cadden as the former CEO or 
director, he took the Eifth over in the House yesterday, we asked 
him to appear and he did not. 

I might add that this timeline was prepared by our staff, the 
committee staff, the chairman’s staff. We asked for a timeline from 
you in regards to any actions that you have taken against any 
compounding manufacturer. We have yet to receive that, and I 
would hope that we could get it. 

But this is 2002. Mr. Chairman, we go through 2002 — a com- 
plaint, 2002 adverse event, EDA inspections, EDA 483. By the way, 
the 483 is like a 1099 in regards to your taxes. You don’t want to 
get a 483. That says you’re in trouble, and you’ve got to answer. 
I have the answer by the New England Compounding Center. Then 
I have the warning letter back. 

I could go down all of the things that have happened here — in- 
vestigation, complaint, board action, board action, inspection. We 
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go clear down here, another whole page of it — letter, hoard action, 
board consent, board compliance, compliance, other licensing, advi- 
sory letters, licensing. Finally, in 2006, a warning letter. Finally, 
we get something done. 

Here’s the warning letter. In the warning letter — and here, by 
the way, is the 483 that says you’re in trouble — 2002. Finally, after 
all of these things happen, in 2006, we have a warning letter. All 
right. What happens with a warning letter? And then New Eng- 
land Compounding Centers respond, and then you respond to them 
about the warning letter. So this is a warning letter after the re- 
sponse to the warning letter. 

And you say, 

‘Wour firm must promptly correct the violations noted in De- 
cember 4, 2006, warning letter and establish procedures to as- 
sure that such violations do not reoccur. Its failure to do so will 
result in enforcement action, including seizure of the firm’s 
products and an injunction against the firm and its principals. 
In a future inspection, we will confirm the commitments that 
you made in your response and verify that your firm’s 
compounding practices are consistent with the policy articu- 
lated,” 

et cetera, et cetera, et cetera. 

That’s a pretty strong response. What happened? Actually, noth- 
ing happened until 2008, and then there was another 483. I’m not 
going to go through all that. We went through that. That involved 
Colorado. And, finally, we get to a 483 of October 26, 2012, finding 
multiple sources of contamination and air sampling showing con- 
taminants 6 months prior to compounding of MPA. This has been 
going on since 2002. This is amazing. 

These are steroid injections, by the way, that when there was an 
inspection, there were vials of the product and there was black fun- 
gus in the vials. Who on earth would put an injection needle into 
a vial with black fungus to put into somebody’s knee or shoulder 
or whatever? Maybe that’s the problem I have with my knees. Hell, 
I don’t know. 

I’m just saying it took all that time, Mr. Chairman, and nobody 
did anything. You say that you have the ability to shut down some- 
body if they have sterility issues. I have two or three 483s here and 
letters back and forth from 2002 until now, and the thing that shut 
the manufacturer down was 30 lives. Holy mackerel. 

Senator Alexander is precisely correct. I don’t know whether you 
need a State flagpole or a Federal flagpole or something to get us 
off the dime here so that if somebody gets into this kind of a prob- 
lem and you feel that you have to issue a 483, you can shut them 
down. Now, what am I missing here, other than I’m over time and 
I made a long statement and I didn’t allow you to have a question. 
By the way, thank you for wearing purple because Kansas State 
is rated No. 1 in the BCS poll. 

Dr. Hamburg. Obviously, it’s a very long answer and we’re out 
of time. Just quickly, the 2002 contaminated product issues were 
responded to very swiftly in terms of going in and inspecting. We 
worked with the Massachusetts Board of Pharmacy. The products, 
in fact, were taken off the shelves. A decision was made, as we dis- 
cussed earlier, that because this was a compounding pharmacy, it 
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was under the purview of the Massachusetts Board of Pharmacy 
who licenses and oversees the day-to-day operations. 

They took on that responsibility of working with the company to 
resolve the sterility issues, including the consent decree in 2006, 
which turned out to have serious flaws, as Dr. Smith indicated. 
The belief was that the company had made progress, working with 
the Massachusetts Board of Pharmacy, to address the sterility 
issues. 

The 2006 warning letter from the FDA actually concerned a com- 
pletely different set of issues at the facility. It had to do with three 
specific products where we did have very real concerns with the 
practices at NECC. It didn’t have to do with sterility failures. It 
had to do with basically copying FDA-approved drugs or making 
unapproved drugs. They were things that were taken seriously. 

As I said earlier, I wish that we had been much prompter in the 
followup on that, and perhaps we should have been more aggres- 
sive. The response to those warning letters — and had we taken the 
legal action that you indicated that we were citing authority to 
take, it would have been on a set of issues involving these specific 
products, and it probably — maybe we would have been successful 
and it would have made a difference. Maybe we wouldn’t have 
been. 

I wasn’t at the agency at the time. I know that there was a lot 
of internal debate about how to proceed. That’s why it was slowed, 
because of the ambiguity in the law and the fact that there was 
ongoing litigation and differing opinions about the scope of our au- 
thority coming in. I think that doesn’t fully answer your question, 
and I think we all wish that we had done more. It is complicated. 

Senator Roberts. OK. I’ve gone over and it’s my fault, not your 
fault — 3 minutes. You’re just saying basically that your statement 
was erroneous. You do not have the authority to shut people down 
if there’s a sterility issue because you don’t know whether it’s 
State, whether it’s Federal, or whether it’s specific to this product 
or that product, and all of the laundry list of things that went on 
here with staff and everything else. Then you have a crisis on your 
hands, and that’s what happened. 

It’s a pretty sad situation, Mr. Chairman. 

Can we get your timeline? 

Dr. Hamburg. We will get you the timeline. We are still col- 
lecting information, going through documents. This did happen at 
a time when many of the people involved are no longer at the agen- 
cy. We’re working hard to respond to the ongoing public health cri- 
sis, and many of the same people that we need to pull the docu- 
ments are involved in that. 

We are very focused on it. We recognize the work that you need 
to do. We want to work with you, and we appreciate your patience. 

The Chairman. Thank you. Senator Roberts. 

Senator Blumenthal. 

Senator Blumenthal. Thank you, Mr. Chairman. I’d like to pur- 
sue, Mr. Chairman, your questions at the very outset here about 
the Ameridose matter, which, for me, in many respects, is more se- 
rious even than the NECC from a Federal enforcement standpoint. 

I have reviewed all the documents, 483s, and inspection reports. 
Clearly, serious, egregious violations of basic standards were found 
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by your inspectors in 2008 and then again in 2010. Now, I take it 
that the recommendation was made for a warning letter to be 
issued. There is no evidence in the documents submitted to this 
committee that any warning letter was ever sent. Do you disagree? 

Dr. Hamburg. That is my understanding. 

Senator Blumenthal. There was no warning letter ever sent. 

Dr. Hamburg. No. 

Senator Blumenthal. Despite findings about the lack of potency 
in the drugs, the lack of proper sterility standards, the basic clean- 
liness, and other kinds of minimal standards in a company that is 
many times the size of NECC manufacturing hundreds of different 
kinds of products sent across the Nation, no warning letter was 
issued. Is that correct? 

Dr. Hamburg. The product was recalled, however. My under- 
standing is no warning letter was sent. 

Senator Blumenthal. Why was no warning letter issued? 

Dr. Hamburg. We are looking into that. As I said, some of the 
specifics are part of an ongoing investigation internally and more 
broadly. 

Senator Blumenthal. There’s no question in your mind, is 
there — because there wasn’t in any of the inspectors who did these 
reports — that FDA had full and complete authority over 
Ameridose? 

Dr. Hamburg. As I said, it was something of a hybrid in terms 
of being a repackager-pharmacy. It wasn’t a drug manufacturer, 
like Merck or Pfizer, but 

Senator Blumenthal. You’re telling the committee it was not a 
drug manufacturer? 

Dr. Hamburg. It was not a drug manufacturer in the sense of 
a drug manufacturer that we have the oversight of in terms of new 
products that undergo product review and approval before licen- 
sure, that are subject to all that that entails. 

Senator Blumenthal. Your inspector in the jurisdiction section 
of the report in 2010 said the firm currently repacks and manufac- 
tures prescription drug products which are FDA-regulated drug 
products. 

Dr. Hamburg. As I said at the outset, Ameridose is actually the 
subject of an ongoing investigation, and you understand what that 
entails. I have been asked not to try to characterize Ameridose at 
this time as we’re looking into those very questions that you’re ask- 
ing. 

Senator Blumenthal. Let me ask you a broader question which 
looks to the future rather than the past. I want to reiterate that 
much of the documents and issues that have been brought to the 
committee relate to a time before you took over the position that 
you have now, and we’re asking both you and Dr. Smith to answer 
questions about institutional performance well before your respon- 
sibility. 

Looking to the future, if there is an NECC and an Ameridose 
continuing to operate out there, do you know who they are? In 
other words, if you had that authority today, do you know where 
you would go in terms of where the problems are, the future trage- 
dies waiting to happen? 
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Dr. Hamburg. We do not know the universe of compounding 
pharmacies that might fit into this category of activity because 
they are not required to register. 

Senator Blumenthal. Shouldn’t you know? 

Dr. Hamburg. I do think that we should know, and I would like 
to see that as part of new legislation if we would do it. 

Senator Blumenthal. You can begin that task right now, can’t 
you? 

Dr. Hamburg. We are beginning to reach out to our colleagues 
at the State level to learn more information. We are enhancing our 
activities around some of the large compounding facilities that we 
know about to really make sure that we have as much information 
about what they’re doing and how they’re doing it. 

Senator Blumenthal. Let me just suggest — and I don’t mean to 
sound simplistic, because I know your task is resource challenged 
and we haven’t really discussed the resource issue. I know it’s one 
that is very much a challenge for the FDA at this point. 

Dr. Hamburg. Absolutely. 

Senator Blumenthal. The Congress really should be meeting its 
obligation to provide those resources that are necessary for the 
tasks that we’re all implying you should have been carrying out. 

I would suggest very respectfully that the FDA ought to make it 
a priority to scrutinize the 3,000 compounding pharmacies, the doc- 
uments that are public — and most of these documents are public 
right now, as we’ve seen from the media. They’re available to folks 
who want to go into the records to find them — and where are the 
next tragedies going to occur; who will cause them; what kind of 
standards are they failing to meet — so that when you’re provided 
with that authority that is not as limited, unclear, and contested, 
as you say it is now, you can swoop down on them and shut them 
down or at least require that they correct the problems that exist. 

Dr. Hamburg. I really appreciate your observations, including 
the one on resources, because that is a huge challenge. We have 
enormous responsibilities for the protection of the public health 
across a huge domain of areas of activity. I hope that I can work 
with you to address the crazy quilt of regulatory oversight that we 
currently have, because that will enable us to act in a much more 
efficient and targeted way. 

I also do think that the more we can be preventive, as you say, 
rather than reactive, using our authorities that are clearly in the 
law to address a contaminated product — ^but we don’t want to have 
to wait until there’s a contaminated product. We want to be able 
to make sure that these facilities are operating with the kind of 
preventive controls and standards of quality that the American 
people expect and deserve. 

Senator Blumenthal. I would just suggest that you be preven- 
tive with a capital P, and that you regard these renegade, outlier 
drug manufacturers as the threat to public health which, clearly, 
they are. 

Dr. Hamburg. Yes. 

Senator Blumenthal. Thank you, Mr. Chairman. 

The Chairman. Thank you. Senator Blumenthal. 

Senator Alexander. 
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Senator Alexander. Mr. Chairman, I’d like to ask to place in the 
record statements from the Tennessee Department of Health, the 
Tennessee Board of Pharmacy, the Tennessee Hospital Association, 
the Tennessee Pharmacists Association, and the Tennessee Medical 
Association, all of which I asked for this hearing. 

[The information referred to may he found in Additional Mate- 
rial.] 

Senator Alexander. As much as I would like to focus my time 
on whose fault it was, I think the families of those who were hurt 
in Tennessee would like me to find out how we can make sure this 
doesn’t happen again. I’d like to pursue the line of questioning that 
Senator Blumenthal and I and others have asked about, for lack 
of a better word, the flagpole theory. 

As I listen to this — and the reason I haven’t asked Dr. Smith 
many questions is she said, and we know, that the Massachusetts 
State Board of Pharmacy had the clear authority to deal with this 
problem. They just were incompetent in dealing with it. And if any- 
body’s going to be shut down, I think they should be shut down. 
That would be where I would go. 

Now, as we move over to the FDA, thinking about looking ahead. 
I’m not sure — listening to the FDA’s confusion and reading their 
record about this, I wouldn’t trust the FDA more than I would 
trust the Tennessee Department of Public Health to keep our medi- 
cines safe. In fact, the evidence that we’ve heard already and that 
we’re going to hear from the second panel is that an example of 
doing things well in part of this area came because of the alliance 
between Vanderbilt University and the Tennessee Department of 
Health. 

It leads me back to this solution, Mr. Chairman, to how we fix 
accountability here. I’m trying to think through different ways we 
do things in the Federal Government. I’m thinking of our nuclear 
program. Admiral Kickover in the 1950s set up our nuclear sub- 
marines, and he had a very novel idea. He interviewed every single 
captain, and he told them their career depended upon whether or 
not there was ever an accident on the reactors on their submarines. 

Since the 1950s, there’s never been a death in connection with 
any activity on a nuclear submarine, and I’m pretty sure the rea- 
son is because if there’s an accident on a nuclear submarine, that 
captain’s career is basically over or seriously diminished. There’s 
clear responsibility. It’s the captain’s responsibility. 

I’d like to be able to come back to a testimony 6 months from 
now, after we’ve worked together to pass a law, and hear rep- 
resentatives of State boards of pharmacy say, “This is my responsi- 
bility, and this is what we’re doing about it,” and hear the FDA 
say, “This is our responsibility.” I don’t want to hear this joint re- 
sponsibility that “they were supposed to do it, and we could have 
done it, but nobody did it.” 

Let me narrow it down a little bit. As I understand it. Senator 
Blumenthal was focusing in on manufacturing, and the estimate I 
have is that there are about 5,600 manufacturers of drugs. Is that 
about right? 

Dr. Hamburg. There are about 6,500 facilities that are manufac- 
turing active pharmaceutical ingredients or drugs. 
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Senator Alexander. You have the total responsibility for that. 
Right? 

Dr. Hamburg. We do provide ongoing oversight, yes. 

Senator Alexander. That’s your job. That’s not the Massachu- 
setts Board of Pharmacy 

Dr. Hamburg. Yes, absolutely. 

Senator Alexander. You’re on the flagpole for them. And then 
you’ve said and others have said that the compounding actually 
goes on, traditional compounding, in thousands of pharmacies 
across the country, and we’re not talking about that. That’s under 
State boards of pharmacy. 

What we’re really talking about — and the estimates I have may 
or may not be right — is that there are about 7,500 pharmacies that 
specialize in advanced compounding services and about 3,000 in 
sterile compounding. It’s somewhere within those facilities, where 
State boards of pharmacy have responsibility, and you have some 
responsibility. Is that right? 

Dr. Hamburg. Yes. That’s the area that in our proposed frame- 
work we’d really like to focus on as needing clarification. 

Senator Alexander. Would you like to take over the responsi- 
bility, the total responsibility, for a certain number of those phar- 
macies? 

Dr. Hamburg. That might well be the best outcome. 

Senator Alexander. How many of those would that be? Is that 
a few hundred, or is that a few thousand, or do you know? 

Dr. Hamburg. We don’t know, because at the present time, many 
of those facilities are not reporting information to us or are not reg- 
istered with us. We need to understand — and those numbers are 
not our numbers because they don’t 

Senator Alexander. No, they’re my numbers, and I’m not sure 
they’re right. I’m just trying to get a rough idea. If you already 
have 6,500 manufacturers, if you were to take over several thou- 
sand more or several hundred more, it would make a difference. 
Maybe you don’t have the capacity to do that. 

Dr. Hamburg. It would be a real challenge. Of course, for our 
other inspectional activities over drug manufacturers, we have user 
fees that help to support our budget. Senator Harkin well knows, 
as we just worked so hard 

Senator Alexander. Right. I’m trying to get to a point. Would 
it be conceivable that there could be a system where you have the 
responsibility, but you’re able to delegate that responsibility to 
some States that are willing to meet standards, and your job would 
be more like, say, the Nuclear Regulatory Commission? You’d go 
around and check and make sure that — it wouldn’t be your job to 
regulate — ^you wouldn’t regulate the facilities, but you would basi- 
cally be regulating the States who took on that function in addition 
to their supervision of traditional pharmacies. 

Dr. Hamburg. That would be one model, and we could 

Senator Alexander. Is that a possibility? 

Dr. Hamburg. Also lay out clear Federal standards for practice. 

Senator Alexander. Could that be done in a way that made it 
clear that while you were — what that might mean, for example, in 
a case like this, is that you would go to Massachusetts — you’d have 
the authority to go to Massachusetts and take away their authority 
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completely to deal with sterile manufacturing or sterile 
compounding because of incompetence or failure to meet Federal 
standards, under that model. 

Dr. Hamburg. That would be a possible model. It’s well worth 
exploring all the different ways that we could improve the system 
and make sure that it is fully coordinated and provides a safety net 
to protect health. 

Senator Alexander. Mr. Chairman, as you can tell, my general 
drift here is that looking to the future, if the definition already is 
not for these advanced compounding units — if they’re not already 
manufacturing — and Senator Blumenthal was suggesting they may 
already be — if they already are, then they’re under the FDA. 

If they’re not, I would suggest we make it clear that either the 
Federal Government or the State government through a set of cer- 
tification from the Federal Government be on the flagpole, have the 
full accountability and responsibility for doing it. If they fail to do 
it, they lose their opportunity to do that. That’s one model that I 
would suggest. 

The Chairman. Thank you very much. Senator Alexander. I 
would just say that as part of this ongoing effort. Senator Enzi and 
I and the committee will be sending a letter to each State board 
of pharmacy to learn more about their oversight practices in this 
area, including just how many large-scale sterile compounders are 
operating today and who they are. We don’t know. We are pre- 
paring a letter, and I hope that I can get all of the signatures on 
both sides of the aisle here to send that letter out. It’s being pre- 
pared by our staffs right now. 

I will close this panel where I started with Dr. Bell. I talked 
about the need for public health and the funding. We’ve heard a 
lot about FDA and about the necessity for FDA to take more over- 
sight responsibility here. Again, I remind you of what Dr. Hamburg 
just said. This comes down to resources. 

We continually ask the Food and Drug Administration to do 
more and more and more. We ask them to do more in healthcare. 
We ask them to do more in food inspections, more for imports com- 
ing from overseas, and, to a certain point, the resources are going 
to have to be there. So, I hope that when appropriations time 
comes around — and we’re looking at funding for both of these, both 
for CDC and for the FDA — that we can meet our obligations in 
making sure that they’re adequately funded to carry out the re- 
sponsibilities we keep asking them to do. 

Thank you all very much. 

Now we’ll turn to our second panel. I guess we won’t turn to our 
second panel. The second panel was Barry Cadden, the manager 
and co-owner of the New England Compounding Center. He de- 
clined our invitation. We decided not to issue a subpoena. He was 
subpoenaed by the House committee yesterday and showed up and 
continually took the Fifth Amendment. There was no reason to go 
through that charade here today with him. 

On our third panel, we have — and I’ll ask them to come up — 
David G. Miller, the executive vice president and CEO of the Inter- 
national Academy of Compounding Pharmacists, an association 
which represents individual pharmacists involved in the com- 
pounding industry. 
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Then we have Dr. Kasey Thompson, who serves as the vice presi- 
dent of the Office of Policy, Planning, and Communications at the 
American Society of Health-System Pharmacies, an organization 
which advises its members on the responsible use of compounded 
medications. Dr. Thompson has extensive knowledge regarding the 
safe use of compounded drugs, as he previously served as ASHP’s 
director of the Center of Patient Safety and director of the Practice 
Standards and Quality Divisions. 

Our third witness is one who has been referenced earlier. Dr. 
Marion Kainer. I will yield to my distinguished friend and Senator 
from Tennessee for purposes of introducing Dr. Kainer from Ten- 
nessee. 

Senator Alexander. Thank you, Mr. Chairman. 

I’d like to welcome Dr. Marion Kainer. Our previous witness 
from the Centers for Disease Control mentioned her. She’ll tell 
more about this, and we’ll talk about it at the time. An astute clini- 
cian at Vanderbilt University, who has a partnership with the 
State of Tennessee where Dr. Kainer is director of Healthcare Asso- 
ciated Infections and Antimicrobial Resistance Program, reported 
something suspicious to Dr. Kainer. Within a matter of a few days, 
this report led to a recall of the material that was being spread 
around the United States from this New England facility, undoubt- 
edly saving many lives and helping many others. 

It was called by the executive director of the Association of State 
and Territorial Health Officials, who said this, Mr. Chairman: 

“By the time we learned this was a problem around the 
country, the information from Tennessee had already narrowed 
it down to what the problem was. It was a textbook case of 
how to do it right.” 

Dr. Kainer obtained her medical degree and master of public 
health in Melbourne. She’s had a distinguished career in Australia 
and the United States, with over 20 years of experience in infection 
control. I compliment her for her astuteness, her leadership, and 
welcome her to the panel, and I thank the chairman for inviting 
her. 

The Chairman. Thank you. Senator Alexander. 

We welcome you all. All of your statements will be made a part 
of the record in their entirety. We’ll proceed in reverse order of the 
introductions. We’ll start with Dr. Kainer. 

Dr. Kainer, I’m sure I speak for all the committee. You have our 
highest praise, and we thank you for your diligence — for being on 
top of this immediately and for doing exactly what needed to be 
done in getting it to the Center for Disease Control. I’ll just echo 
what Senator Alexander said. Your timely action and profes- 
sionalism undoubtedly saved many lives. 

Thank you very much and please proceed. Welcome to the com- 
mittee. 

STATEMENT OF MARION KAINER, M.D., MPH, FRACP, DIREC- 
TOR, HEALTHCARE ASSOCIATED INFECTIONS & ANTI- 
MICROBIAL RESISTANCE PROGRAM, TENNESSEE DEPART- 
MENT OF HEALTH, NASHVILLE, TN 

Dr. Kainer. Thank you. On behalf of the Tennessee Department 
of Health, I would like to thank Senator Alexander for the oppor- 
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tunity to comment on the fungal meningitis outbreak. I’m the di- 
rector of the Healthcare Associated Infections and Antimicrobial 
Resistance Program. 

In Tennessee, we now report 81 cases and 13 deaths. Our con- 
cerns and prayers for patients, families, and loved ones affected by 
this preventable tragedy are ongoing. There are many heart- 
breaking stories. Some have been reported in the media. Diana 
Reed’s death devastated her family. Her husband has Lou Gehrig’s 
Disease and Diana was her husband’s arms, legs, and voice and 
kept his accounting business going. 

Fungal meningitis is extremely rare. One of our greatest chal- 
lenges was knowing just what we were dealing with as more and 
more patients fell ill. Even though we were looking for fungus, be- 
cause the initial patient reported to us had been diagnosed with 
fungal meningitis, none of the diagnostic tests yielded confirmed 
results until October 3d, 15 days after we initiated our investiga- 
tion of the first case. My written remarks include a detailed chro- 
nology. 

I would like to direct your attention to some early lessons 
learned from this outbreak. First, compounding of medications 
must be performed safely. Patients and healthcare providers should 
expect safe and effective medications. Compounding pharmacies do 
provide a needed service. If compounded products are unavailable 
to meet the unique needs of some patients, providers may perform 
compounding or repackaging themselves at the bedside and may 
also put patients at risk. 

Second, recent investments in public health infrastructure 
through cooperative agreements from the CDC have supported 
building public health capacity. This capacity was critical in identi- 
fying and responding to this outbreak, determining the cause re- 
sulting in product recall only 8 days after initial notification, sav- 
ing lives and limiting the number of patients exposed. 

Six members of our Healthcare Associated Infections or HAI 
team are funded through the Prevention and Public Health Fund 
Epidemiology and Laboratory Capacity grant and the Emerging In- 
fections Program. In addition, the team has a CDC/CSTE fellow. I 
am the only person on the HAI team not funded by the CDC. 

Our HAI team had the expertise to conduct on-site visits, to ask 
the right questions, create a database, and enter and analyze the 
data swiftly to determine the cause of the outbreak and those at 
highest risk of getting sick. We did an analysis to assess the poten- 
tial impact if there had been a delay in the recall from NECC by 
9 days. In Tennessee alone, we estimate by now, we would have 
seen an additional 59 cases and at least five additional deaths. 

To prevent healthcare associated infections, our team has built 
close relationships with infection preventionists. These relation- 
ships are built on mutual trust and have been invaluable in pro- 
moting open communication. Surge capacity was provided by staff 
funded under the Epidemiology and Laboratory Capacity and the 
Public Health Emergency Preparedness grants. 

These staff reviewed clinical information and helped track down 
over 1,000 exposed patients. Contact by phone or in person was 
made by local public health staff funded by the State of Tennessee. 
Outreach included frequent telephone calls and knocking on doors. 
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Our nurses tracked down one patient by contacting a tour operator 
in Yellowstone Park. 

Third, this outbreak illustrates the tremendous importance of 
inter-facility communication when patients may seek medical serv- 
ices in multiple facilities for complications that arise from treat- 
ment at another facility. It also illustrates the critical importance 
of astute clinicians in alerting public health. 

In conclusion, this has been a devastating outbreak for patients, 
their families and friends, healthcare providers and clinics. In Ten- 
nessee, we still have many patients hospitalized and suffering from 
complications and others who are exposed and frightened that they 
may become affected. 

Sustained commitment to funding from CDC for emergency pre- 
paredness and reduction of healthcare associated infections has 
supported our productive relationships with partners and 
healthcare providers across the State. These preexisting relation- 
ships allowed us to respond quickly because we trusted each other. 
We all need to work together to do our best to prevent such a trag- 
edy from occurring again and to ensure that we have a public 
health capacity to detect and rapidly respond to any future out- 
breaks. 

Thank you for your time and attention. 

[The prepared statement of Dr. Kainer follows:] 

Prepared Statement of Marion Kainer, M.D., MPH, FRACP 

SUMMARY 

Communication and coordination among healthcare providers and public health in 
Tennessee was unusually strong thanks to major Federal grants to the State that 
have supported tracking and improving rates of hospital-acquired infections. Years 
of close collaboration between public health staff in the federally funded healthcare 
associated infection program and hospital-based infection preventionists in the State 
resulted in relationships and mutual trust that permitted easy collaboration during 
the investigation and response to this crisis. 

Despite this close relationship, cracking this investigation was difficult because of 
the significant technical challenges in definitively diagnosing fungal meningitis. We 
had to take actions days in advance of being able to confirm that we were definitely 
dealing with a fungus. With CDC’s help, we have been able to diagnose people much 
more easily since the early days of the outbreak. A timeline of the major events in 
this investigation is provided in the attached written testimony. 

Recent investments in public health infrastructure through cooperative agree- 
ments from the CDC have built public health capacity at the TDH. This capacity 
was invaluable in identifying and responding to the outbreak, determining the cause 
resulting in product recall only 8 days after initial notification, saving lives and lim- 
iting the number of patients administered the contaminated injections. In Ten- 
nessee, if the recall from NECC had been delayed by 9 days, we estimate that at 
this time we would have seen an additional 59 cases and at least 5 additional 
deaths. If treatment guidance from CDC had been delayed, the number of deaths 
would be even higher. Of the 33 Tennessee patients who sought medical care before 
October 3, 9 (27.3 percent) died. Of the 48 patients who sought medical care on, or 
after October 3, when the first CDC treatment guidance was issued, four (8.3 per- 
cent) died. 

Six members of the Healthcare Associated Infections (HAI) team are funded 
through the Prevention and Public Health Fund Epidemiology and Laboratory Ca- 
pacity Cooperative agreement and the Emerging Infections Program. In addition, 
the team has a CDC/Council of State and Territorial Epidemiologists (CSTE) fellow. 
The only person not funded by CDC is the director of the HAI program. Dr. Kainer. 
The team had the expertise to ask the right questions, conduct on-site visits, create 
relevant standardized investigation forms, create a data base, enter and analyze the 
data swiftly to determine the cause of the outbreak and those at highest risk of get- 
ting sick. Surge capacity was provided by staff funded under the Epidemiology and 
Laboratory Capacity (ELC) grant and the Public Health Emergency Preparedness 
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(PHEP) cooperative agreements as well as an additional CDC/CSTE fellow and an 
Epidemic Intelligence Service (EIS) officer assigned to Tennessee. State-funded pub- 
lic health nurses in the field were mobilized to contact hard to reach patients, going 
door to door when necessary, and maintaining regular phone and in person contact 
with patients for weeks. 

This has been a devastating outbreak for patients, their families and friends, 
healthcare providers and clinics. In Tennessee we still have many patients hospital- 
ized and suffering from complications and others who are exposed and frightened 
that they may become infected. Sustained commitment to funding for emergency 
preparedness and reduction of healthcare associated infections through cooperative 
agreements from the CDC has supported our productive relationships with our part- 
ners and healthcare providers across the State. These pre-existing relationships al- 
lowed us to respond quickly because we trusted each other. We all need to work 
together to do our best to prevent such a tragedy from occurring again and to ensure 
that we have the public health capacity to detect and rapidly respond to any future 
outbreaks. 


On behalf of the Tennessee Department of Health, I would like to thank Senator 
Alexander for the opportunity to comment on the recent fungal meningitis outbreak. 
I hope to provide some insights from this tragic outbreak to the Health, Education, 
Labor, and Pensions (HELP) Committee which I hope will assist the committee to 
gain an understanding of potential opportunities to prevent and respond to such 
devastating outbreaks in the future. 

As of November 13, Tennessee reported 81 cases and 13 deaths. Behind each one 
of these numbers is a lot of suffering of the patients affected, their loved ones and 
the communities in which they participated. One example: The death of Diana Reed 
who, according to her brother, was her husband’s arms, legs and voice, has been 
devastating. Her husband has Lou Gehrig’s Disease and Diana was instrumental in 
keeping his accounting business going and in helping her husband get in and out 
of bed, the shower and his wheelchair. The family is trying to figure out how they 
will carry on and enable her husband the ability to maintain his dignity and to keep 
his work without her; they shared their story with the New York Times. 

Fungal meningitis is extremely rare. One of our great challenges was knowing 
just what we were dealing with as more and more patients fell ill. Even though we 
were looking for a fungus because the initial patient reported to us had been diag- 
nosed with a fungal meningitis, none of the diagnostic tests 3 delded confirmed re- 
sults until October 3, 15 days after we initiated our investigation of the first case. 

Below is an outline of the timeline of major events of this outbreak and the role 
of the Tennessee Department of Health in this investigation. I will also discuss les- 
sons learned in the context of this investigation. 


Timeline of Major Events 

Date 

Major events 

Case count as known at that time 

Day 1: Tuesday, Sept. 18 

Dr. Marion Kainer, Director of the Tennessee Department 
of Health (TDH) Heaithcare Associated infections and 
Antimicrobiai Resistance Program, receives an email 
sent by Dr. April Pettit, Infectious Diseases Physician, 
Vanderbilt University Medical Center (VUMC) about a 
patient with meningitis caused by a fungus, Asper- 
gillus fumigatus, who had a recent epidural injection 
at a pain clinic. 

1 case of Aspergillus meningifis 


Dr. Rainer speaks with Ms. Candace Smith, infection 
preventionist (IP) at St Thomas Hospital (STH), which 
is organizationally affiliated with the St Thomas Out- 
patient Neurosurgical Center (STONC) where the pa- 
tient received the injection. Dr. Kainer requests de- 
tails of fhe procedure, states that the infection is a 
sentinel event of concern, which deserves a careful 
invesfigation and requests that Ms. Smith commence 
an inspection of the pain clinic (e.g., evidence of any 
construefion, water damage) and to inquire about any 
potential additional cases. 
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Timeline of Major Events — Continued 


Date 


Major events 


Case count as known at that time 


Day 3: Thursday, Sept 20 


IP from STH contacts Dr. Kainer and confirms that index 
ease had an epidural steroid injeetion (ESI) at 
STONC; provides details of the proeedure. Because 
the facility manager of STONC is on vacation, the IP 
at STH continues to help in the investigation. 

Dr. Kainer contacts Dr. Pen at the Division of 
Healthcare Quality Promotion (DHQP), Centers for Dis- 
ease Control and Prevention (CDC) to ask whether 
any eases of Aspergillus meningitis had been re- 
ported to CDC from any other ambulatory surgery 
oenters (ASC) or pain clinics. Fungal meningitis is 
rare, but is not required to be reported to the CDC. 
Even without any requirement, clinicians or States 
often contact CDC about unusual infections; however, 
no one had recently contacted the Mycotics Branch at 
CDC to report any cases of Aspergillus meningitis. 

STH reports two additional patients with meningitis with 
high levels of white blood cells but no known oause. 
Both had undergone ESIs at STONC. Diagnoses were 
oomplicated because the patients appeared to be 
getting better and the cause of their meningitis was 
unknown. Dr. Kainer worked with clinicians to request 
exhaustive diagnostic tests. They also had ESI per- 
formed by same anesthesiologist at STONC. The pre- 
servative-free methylprednisolone acetate used in 
their ESIs was obtained from New England 
Compounding Center (NECC). 

Arrange for one on Dr Kainer’s staff to visit STONC the 
next morning, with the IP and the ID physieian from 


1 oase of Aspergillus meningitis 

2 eases of meningitis, unknown 
cause, both seeming to be 
improving 

No national reports of Asper- 
gillus meningitis 


STH.. 


Day 4: Eriday, Sept 21 


Day 6: Sunday, Sept 23 


On this day, STONC closes voluntarily, 
sequesters supplies and orders new 
supplies from other distributors. 

Visit to STONC by TDH staff for a careful review of all 
procedures and the physical environment: no evidence 
observed of environmental conditions that would have 
led to fungal oontamination of procedures. 

TDH contacts CDC and describes findings of site visit. 
TDH asks CDC to help with laboratory testing of pa- 
tients with meningitis of unknown oause (beoause 
fungus is very hard to diagnose) and also for testing 
of environmental samples from the clinie, if needed. 

Another patient with meningitis and stroke with a his- 
tory of ESI at STONC is identified, while VUMC also 
reports yet another patient who had a stroke and had 
an epidural injeetion, but at the time it was not clear 
where the ESI was done (it was confirmed as STONC 
on Day 7). 

TDH sent out a Health Alert using our TN Health Alert 
Network (THAN), asking clinieians to look for and re- 
port any cases of meningitis following epidural injeo- 
tion to the TDH. 

At this time, the leading suspected causes of meningitis 
were the contrast media and methylprednisolone ace- 
tate (MPA) from NECC because both were used in 
each patient (and are commonly given together for an 
ESI). Other less likely possibilities included local an- 
esthetic, local skin preparation and needles used for 
the injection. 

IP at STH contacts Dr. Kainer about one new patient 
and one patient re-admitted with meningitis; both 
had ESI at STONC. 


1 case of Aspergillus meningitis 

2 eases of meningitis of un- 
known oause 

1 oase of stroke and meningitis, 
unknown oause 

1 oase of stroke, no spinal tap 
was done 
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Timeline of Major Events — Continued 


Date 


Major events 


Case count as known at that time 


Day 7: Monday, Sept 24 


Day 8: Tuesday, Sept 25 


Day 9: Wednesday, Sept. 26 


Facility manager from STONC has returned from vaca- 
fion and provides additional information on the facil- 
ity practices. TDH staff arrange to begin collecting 
data on patients to tty to tind out what distinguishes 
the case patients from those who did not get sick. 
TDH and CDC communicating closely. 

Dr. Kainer contacts State epidemiologist at Massachu- 
setts Department ot Health, Dr. Al DeMaria, to re- 
quest a conference call with TDH, CDC, MA staff and 
NECC to obtain distribution list ot clinics that got 
MPA from NECC in order to look for other cases ot 
meningitis among patients who received ESI with 
MPA compounded by NECC. 

2 new cases of meningitis reported to TDH. Both had 
ESI using MPA from NECC at STONC; however, one of 
the patients did not receive the suspected contrast 
and the procedure was done by a different anesthe- 
siologist. 

Conference call with TDH, CDC, Massachusetts Depart- 
ment of Health and Board ot Registration in Phar- 
macy (MABRP) and NECC. NECC stated no adverse 
events reported, no new suppliers of ingredients or 
changes in procedures. TDH described severity of 
oases and that preservative free MPA was leading hy- 
pothesis. TDH requested distribution list and verified 
that voluntary reoall procedures were in place. 

TDH staff begin collecting all the medical information 
needed to oonduct their epidemiologio studies. 

STONC starts contaoting potentially exposed patients 

A new patient who had an ESI at STONC was admitted 
to STH with numbness and bowel/bladder control 
problems, but no headache or fever. Her spinal tap 
shows signs of meningitis of unknown cause, but 
with a much lower white blood cell count than the 
other cases of meningitis. 

NECC issues voluntary recall for three lots of preserv- 
ative free MPA and provides distribution list of con- 
signees to MABORP and FDA. 

TDH and CDC draft an Epi-X Alert (national emergency 
alert system for publio health professionals) to report 
oases of meningitis related to epidural injeotions. 

TDH continues to followup on patients who received ESI 
at STONC to look for any other unusual illnesses or 
complications. 

CDC helps TDH by making available a medical doctor 
with expertise in treating fungus to assist TN clini- 
cians in caring for patients. 


1 case Aspergillus meningitis 
4 cases of meningitis unknown 
cause 

1 case of stroke, but no spinal 
tap done 


1 ease Aspergillus meningitis 

6 oases of meningitis unknown 
cause 

1 case of stroke, but no spinal 
tap done 

1 ease of other neurologic prob- 
lems and abnormal spinal tap 
(unknown cause) 


Day 10: Thursday, Sept. 27 


TDH staff complete tirst round of epidemiologic studies; 
preliminary findings supports that MPA is a likely 
source.. 

TDH asks STONC to contact all patients who had proce- 
dures since July 30. 

Analysis of the NECC distribution list shows two other 
olinics in TN received MPA. These clinics are con- 
tacted and all MPA is sequestered. Both clinics cease 
performing ESIs. 

The first olear evidence that the meningitis cause is not 
related to the STONC clinic: North Carolina (NC) re- 
ports a patient with meningitis exposed to MPA from 
NECC. 



61 


Timeline of Major Events — Continued 


Date 


Major events 


Case count as known at that time 


Day 11: Friday, Sept. 28 


It is still not absolutely clear that the MPA from NECC 
is the only possible souroe ot contamination: the NC 
oase patient had also received lidocaine and 
povidone iodine tram the same manufacturers used 
by STONC. The lidocaine was the same lot number. 

CDC notifies all State Health Departments of situation 
and urges them to oontact olinics who do ESIs to ask 
them to oontact and check on the health of recipients 
of MPA using a script prepared by CDC. They ask 
that this be done immediately, not waiting until after 
the weekend. 

CDC issues another national Epi-X alert indicating that 
this now is a multistate outbreak and requesting re- 
ports of meningitis, other neurological infections, and 
stroke. TDH sends its own alert through THAN to cli- 
nicians and hospitals in TN to look for and report 
meningitis, stroke and focal infections in patients 
who have had epidural injections. 

Still, all diagnostic tests on these cases remain nega- 
tive. The only patient with a confirmed diagnosis re- 
mains the tirst case patient reported. This highlights 
the difficulty of diagnosing a fungal infection, even 
when one is looking very hard to find it. 

TDH continues to work on epidemiologic studies to learn 
more about these patients, despite not yet having a 
confirmed diagnosis. TDH requests assistance from 
CDC to abstract clinical data from patient records 
(help arrives on Day 14). 


Day 13: Sunday, Sept 30 
Day 14: Monday, Oct 1 .. 


Day 15: Wednesday, Oct 3 ... 


TDH and STONC staff continue to abstract data on pa- 
tients who had procedures since July 1. 

TDH holds its first press conference and initiates a daily 11 cases, 2 deaths 
scheduled press briefing. 

TDH partners with the State Poison Control Center to as- 
sist in responding to questions from the general pub- 
lic. 

Other TN clinics continue to contact patients exposed to 
MPA from NECC. CDC and TDH staff work on gath- 
ering patient data to continue studies. 

TDH participates on call with expert tungal clinical 
panel convened by CDC, discuss need for CDC to pro- 
vide interim suggestions/advice to clinicians on diag- 
nosis and treatment. 

CDC issues interim guidance on diagnostics and clinical 18 cases, 2 deaths 
management using input from an expert fungal clin- 
ical panel convened by CDC. 

For the first time since the initial report, a tissue bi- 
opsy from a case patient shows a fungus. However, 
the fungus looks different than Aspergillus. More 
tests must be done to identify it. 

TDH issues another alert through THAN to clinicians to 
help them identity, diagnose and treat ill persons ex- 
posed to MPA from NECC. 

TDH analysis of STONC patients suggests that one par- 
ticular lot of the three NECC MPA lots present at 
STONC is the most likely to make patients sick: Lot 


06292012. 
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Timeline of Major Events — Continued 


Date 

Major events 

Case count as known at that time 

Day 16: Thursday, Oct 4 

A tinal identitication ot the tungus causing illness is 
still not made, but a specimen from another patient 
who died shows a tungus that is not Aspergillus. 

FDA announces fungus was seen on microscopic ex- 
amination of an unopened vial of MPA from Lot 
08102012. This now is very strong evidenoe that MPA 
is the oause ot the outbreak. 

TDH alerts TN healthoare facilities using THAN to cease 
use of all medications and products from NECC. 


Day 17: Friday, Oct 5 

TDH opens State health operations oenter to assist in 
case tracking, active surveillance (contacting, reach- 
ing out to all persons who received MPA from NECC 
at any of the three Tennessee olinics — a total of 
1,009 persons). Mobilize regional health operations 
centers and use public health nurses to contaot hard 
to reach patients, going door to door when necessary. 
Public health nurses maintained regular phone and in 
person contact with affected patients for weeks, 
changing messaging as required to adjust to a fluid 
and constantly changing scientific understanding and 
related patient needs. 

The CDC has another meeting of its expert fungal panel 

29 cases, 3 deaths 

Day 18: Saturday, Oct 6 

NECC announces voluntary recall of all NECC products .. 
FDA issues Medwatch alert asking providers to stop 
using any NECC products. 

29 cases, 3 deaths 

Day 24: Friday, Oct 12 

MMWR (CDC publication) is published on clinical pres- 
entation of cases. 

50 cases, 6 deaths 

Day 26: Sunday, Oct 14 

FDA call with States and CDC on concerns about ste- 
rility of any product from NECC. 

53 cases, 6 deaths 

Day 27: Monday, Oct 15 

FDA issues Medwatch alert 

TDH works with the Tennessee Hospital Association 
(THA), the TN medical association (TMA), the ambula- 
tory surgery center association and the TN pharmacist 
association to assist in alerting hospitals, providers 
and clinics to identify and notify patients who re- 
ceived NECC products. 

53 cases, 6 deaths 

Day 29: Wednesday, Oct 17 

TDH identifies that patients who received older vials are 
much more likely to get sick. Questions begin about 
whether or not to test these patients even if they are 
not siok, if testing might prevent serious illness such 
as stroke. 

61 cases, 8 deaths 

Day 30: Thursday, Oct 18 .... 

TDH works with CDC experts to develop a mathematical 
model used for decision analysis by CDC about what 
to do for high risk patients. 

For the first time. CDC and FDA confirm presence of 
Exserohilum rostratum in unopened vials 
from Lof 0810210@51. 

This is now definitive evidenoe that contaminated MPA 
is the cause of the outbreak. 

63 cases, 8 deaths 

Day 35: Tuesday, Oct 23 

MA Board of Registration in Pharmacy issues report of 
initial preliminary findings. 

70 cases, 9 deaths 

Day 38: Friday, Oct 26 

FDA releases oopy of FDA form 483. All 50 vials of MPA 
tested showed contamination (likely fungal). 

74 cases, 10 deaths 

Day 48: Tuesday, Nov 6 

The New England Journal of Medicine publishes an arti- 
cle written by TDH and CDC investigators on this out- 
break: http://ivwiv.nejm.org/doi/fiill/ 

10.1056/NEJMoal212972. 

78 cases, 13 deaths 

Day 51: Friday, Nov 9 

TDH invited to provide testimony to the Senate HELP 
committee. 

TDH requests on-site assistance again from CDC to de- 
scribe later complications of fungal infection, such as 
epidural abscess, arachnoiditis and risk factors. Two 
EIS officers will arrive on-site on Nov 13. 

81 cases, 13 deaths 
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LESSONS LEARNED 

1. Compounding and/or repackaging of medications must be performed safely. Pa- 
tients and healthcare providers should expect safe and effective medications. 
Compounding pharmacies provide a needed service. If compounded products are un- 
available to meet the unique needs of some patients, providers may perform 
compounding or repackaging themselves at the bedside and may also put patients 
at risk. 

2. Recent investments in public health infrastructure through cooperative agree- 
ments from the CDC have supported building public health capacity at the TDH. 
This capacity was invaluable in identifying and responding to the outbreak, deter- 
mining the cause resulting in product recall only 8 days after initial notification sav- 
ing lives and limiting the number of patients administered the contaminated injec- 
tions. Specific examples are provided below: 

a. Six members of the Healthcare Associated Infections (HAI) team are funded 
through the Prevention and Public Health Fund Epidemiology and Labora- 
tory Capacity Cooperative agreement and the Emerging Infections Program. 
In addition, the team has a CDC/Council of State and Territorial Epidemiolo- 
gists (CSTE) fellow. The only person not funded by CDC is the director of 
the HAI program, Dr. Kainer. 

i. The team had the expertise to ask the right questions, conduct on-site 
visits, create relevant standardized investigation forms, create a data- 
base, enter and analyze the data swiftly to determine the cause of the 
outbreak and those at highest risk of getting sick. 

ii. In Tennessee, if the recall had been delayed by 9 days, we estimate 
that at this time we would have seen an additional 59 cases and at 
least 5 additional deaths. If treatment guidance from CDC had been 
delayed, the number of deaths would be even higher. 

iii. To prevent healthcare associated infections, the team has built very 
close relationships with infection preventionists at hospitals, the Ten- 
nessee Hospital Association and is building relationships with the am- 
bulatory surgery center community. These relationships are built on 
mutual trust and have been invaluable in promoting open communica- 
tion. 

b. Surge capacity was provided by staff funded under the Epidemiology and 
Laboratory Capacity (ELC) grant and the Public Health Emergency Pre- 
paredness (PHEP) cooperative agreements as well as an additional CDC/ 
CSTE fellow and an Epidemic Intelligence Service (EIS) officer assigned to 
Tennessee. 

i. These staff-funded provided assistance in reviewing clinical information 
on suspect and confirmed cases, and in tracking down 1,009 exposed 
patients. Contact by phone or in person was made by local public 
health department staff, funded by the State of Tennessee, sometimes 
with assistance from law enforcement. Outreach included frequent tele- 
phone calls and door to door tracking, including home visits whenever 
necessary. Some exposed patients were living in or traveling in other 
States or were overseas when they developed symptoms. 

ii. The State Health Operations Center provided the necessary infrastruc- 
ture to coordinate activities among the 170 public health staff in Ten- 
nessee. 

iii. The alert network (THAN) connecting TDH with clinicians and staff 
at hospitals was invaluable in rapidly getting information out. 

iv. We were able to use a database designed for tracking persons in shel- 
ters to track patients who were exposed. 

3. Relationships with Federal partners were critical in the response to this out- 
break. 

a. CDC provided invaluable assistance throughout the outbreak including 
weeknights and weekends. Some examples include: 

i. Laboratory support: CDC developed a diagnostic test to assist in the 
outbreak investigation and provided laboratory support for confirming 
the identities of fungal isolates. The infectious diseases pathology 
branch has been providing valuable insights on how this fungus be- 
haves and the type of damage it does to tissues. This has greatly as- 
sisted the clinicians on the fungal expert working group. 

ii. Clinical support: TDH was fortunate to have CDC Epidemic Intel- 
ligence Service Officers on-site to assist in clinical data abstraction. 
CDC regularly convenes the expert fungal panel to develop diagnostic 
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and management guidance that has been constantly updated with the 
latest clinical information. This has been very helpful to clinicians, 
many of whom have never treated fungal meningitis before, and this 
guidance without a douht saved a lot of lives. Of the 33 Tennessee pa- 
tients who sought medical care before October 3, 9 (27.3 percent) died. 
Of the 48 patients who sought medical care on, or after October 3, 
when the first CDC treatment guidance was issued, four (8.3 percent) 
died. 

iii. Communications: CDC has provided relevant, up-to-date information 
on case counts, diagnostic and treatment guidance, case definitions, 
etc, ... on their Web site, through EPI-X alerts and the Health Alert 
Network. They have hosted regular conference calls with State part- 
ners and other Federal partners to ensure accurate dissemination of 
information. 

iv. Epidemiologic support: CDC has provided technical support (e.g., re- 
viewing logistic regression models, running survival analyses) as well 
as coordinated the aggregation of data across multiple States to pro- 
vide a complete national picture. Examples of critical information in- 
clude distribution of incubation periods. CDC provided expertise in 
mathematical modeling to review whether guidance needed to be 
changed for asymptomatic patients at high risk of infection in order 
to prevent strokes or death. 

V. Coordination: CDC has coordinated the national response with other 
States and the FDA. 

vi. Funding through cooperative agreements — please see above note #2 on 
how these funds were used to build capacity at the TDH. 

h. FDA provided valuable information on local inspection findings, as well as 
laboratory testing of products 

i. The information provided by FDA was extremely helpful. It also would 
have been helpful if FDA had shared interim findings with TDH and 
other State health departments to allow them a better understanding 
of the extent of the problem at the compounding pharmacy. This type 
of information is very helpful as State health departments attempt to 
gauge the level of risk and consider surveillance strategies. 

4. Relationships and Infrastructure 

a. By focusing on emergency preparedness and on reducing healthcare associ- 
ated infections, we have made much progress in enabling rapid communica- 
tion between public health and hospitals; however challenges remain, espe- 
cially with providers who do not work in hospitals (e.g., ambulatory surgery 
centers) and with medical specialists who are not traditional emergency re- 
sponse partners. 

b. Use of electronic health records allowed tremendous savings in time in allow- 
ing us to monitor the clinical progress of patients and saved time and re- 
sources at the affected hospitals. 

c. This outbreak illustrated the tremendous importance of inter-facility commu- 
nication when patients may seek medical services in multiple facilities for 
complications that arise from treatment at another facility. Reporting to pub- 
lic health is critical, as Dr. Pettit’s email illustrated. 

d. Communication with exposed patients during periods of great uncertainty 
was very important. Public health played a vital role in finding exposed pa- 
tients that were difficult to reach and when clinic staff were overwhelmed 
with the task at hand. 

e. Communication with media: Frequent press-briefings allowed TDH to effec- 
tively communicate important public health messages in a dynamic and rap- 
idly evolving outbreak while allowing staff to continue to do critical work. 

CONCLUSION 

This has been a devastating outbreak for patients, their families and friends, 
healthcare providers and clinics. In Tennessee we still have many patients hospital- 
ized and suffering from complications and others who are exposed and frightened 
that they may become infected. Sustained commitment to funding for emergency 
preparedness and reduction of healthcare associated infections through cooperative 
agreements from the CDC has supported our productive relationships with our part- 
ners and healthcare providers across the State. These pre-existing relationships al- 
lowed us to respond quickly because we trusted each other. We all need to work 
together to do our best to prevent such a tragedy from occurring again and to ensure 
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that we have the public health capacity to detect and rapidly respond to any future 
outbreaks. 

Thank you for your time and attention. 

The Chairman. Thank you, Dr. Kainer. 

Now we’ll turn to you, Mr. Miller, for your statement. 

STATEMENT OF DAVID G. MILLER, R.Ph., EXECUTIVE VICE 

PRESIDENT AND CEO, INTERNATIONAL ACADEMY OF COM- 
POUNDING PHARMACISTS, MISSOURI CITY, TX 

Mr. Miller. Thank you. Chairman Harkin. I also thank the 
members of the committee. My name is David Miller. I am the ex- 
ecutive vice president and I am proud to serve also as the CEO of 
the International Academy of Compounding Pharmacists. 

We are a professional association that represents pharmacists in 
a wide variety of practices, local community pharmacies, hospitals, 
nursing homes, hospice centers. Each one of those pharmacists and 
the pharmacy technicians and the student pharmacists that belong 
to our organization actually specialize in the development of cus- 
tomized medication solutions that patients need in order to meet 
their particular health needs. 

The tragedy of New England Compounding Center, NECC, is 
quite simple to us as an organization. They were a pharmacy that 
was essentially hiding behind that license and, in reality, acting as 
an illegal drug manufacturer. Plain and simple, what NECC did 
was to violate the trust that every member of the public has, spe- 
cifically, in their local pharmacist, but even more so tainted the 
reputation of pharmacists in every practice setting throughout the 
country and placed their trust in jeopardy. 

We know that NECC now acted with impunity. They failed to ad- 
here to the quality standards that our organization, our profession, 
and our government require of us at both the State and Federal 
level. We know also that NECC ignored State laws and Federal 
laws as they manufactured illegally and distributed bulk quantities 
of prescription drugs throughout the country. 

We know what NECC did. We do not yet know fully the extent 
of what allowed them to do that. It is clear that the State Board 
of Pharmacy of Massachusetts failed to do their job. They failed to 
protect the citizens of Massachusetts and, most importantly, be- 
cause other States relied upon their action, their inspections, and 
their follow-through, permitted NECC to continue its illegal activi- 
ties and distribute tainted medications into States throughout the 
United States. 

More importantly, we also know that the FDA knew, as we heard 
on the previous panel, of the problems with NECC. One of the 
things that we find particularly appalling, not only as a profession 
but, specifically, a professional association, is that there is no ques- 
tion whether or not the Food and Drug Administration had regu- 
latory authority over this particular business. They were engaged 
in illegal manufacturing of drugs. The FDA is empowered through 
the FDCA and this Congress to stop illegal manufacturing. 

I have heard for 2 days and have seen a map that actually was 
created by lACP being referred to by the agency as a crazy quilt. 
There are questionable overlaps in the regulation of compounding 
pharmacy. Let me reiterate that there is no question who has the 
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authority to immediately shut down an illegal prescription drug 
manufacturer. That rests with the FDA. 

That is something that we find particularly disturbing, that the 
agency, who knew that NECC was distributing drugs without pa- 
tient-specific prescriptions throughout the United States, did noth- 
ing to stop them. 

Last, one of the things that we have to ask ourselves as a 
healthcare system is what prompted clinicians, hospitals, facilities 
throughout the United States to obtain medications from a phar- 
macy. We know in this particular case of methylprednisolone ace- 
tate, the medication at issue, and others that NECC produced was 
a product that was manufactured and available in the marketplace. 

What prompted, what allowed, and what permitted physicians, 
hospitals, et cetera, to purchase from an illegal manufacturer? As 
one of the members from the State of Tennessee asked me when 
this first issue came to light, why did a hospital in Tennessee buy 
medicine from a pharmacy outside of Boston? Why did they not 
turn to a local accredited sterile compounding pharmacy? Why did 
they do that? 

That’s a question, Mr. Chairman and members of the committee, 
we don’t yet know. There’s much we don’t know. What I can tell 
you is this, as an organization representing and comprised of phar- 
macists and pharmacy technicians, we are absolutely committed to 
making sure this never happens again. No compounding phar- 
macist should be able to hide behind their license as a pharmacy 
or a pharmacist when, in reality, their actions are illegal drug 
manufacturing. We have to stop that. 

I thank the committee, and I look forward to working with you 
as we attempt to solve this problem as expeditiously as possible. 

Thank you, sir. 

[The prepared statement of Mr. Miller follows:] 

Prepared Statement of David G. Miller, R.Ph. 

SUMMARY* 

lACP Vice President of Government Affairs Sarah Dodge said, 

“lACP appreciates the opportunity to provide input as the U.S. Senate HELP 
Committee seeks to better understand current Federal and State oversight of 
pharmacy compounding and explore the possibilities for a legislative solution to 
the tragedy surrounding New England Compounding Center (NECC) business 
practices.” 

“We believe we share similar goals: an understanding of how this tragedy 
happened, what can be done to prevent it from ever happening again, and ulti- 
mately how do we assure that compounding pharmacists are able to practice 
their professional expertise without overly burdensome regulations which in- 
hibit quality patient care.” 

The State and Federal regulatory scheme for pharmacy compounding is complex — 
lACP members have valuable experience and technical understanding of the laws 
that govern our industry. lACP stands ready to help legislators and regulators to 
assist in conducting a thorough and complete assessment of State and Federal laws 
governing the practice of pharmacy. We believe this assessment must also examine 
how regulators exercise their jurisdiction and discretion in enforcement. lACP 
strongly believes that, in Massachusetts as well as other States, many laws and reg- 
ulations exist that — if they had been followed and compliance had been enforced — 
would have severely mitigated the potential for the tragic meningitis infections and 
the needless deaths that have occurred. 


*The Summary was provided by the International Academy of Compounding Pharmacists, of 
which, David G. Miller, R.Ph., is Executive Vice President and CEO. 
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The apparent and tragic results of NECC’s alleged behavior undermine the funda- 
mental principal of pharmacists’ practice — preserve patient health by doing no 
harm. We are determined to help find the gaps in the practice, regulatory, and en- 
forcement system which permitted this problem to happen and produce real solu- 
tions to prevent it from occurring in the future. Our profession stands ready to work 
with leaders from across the Federal and State governments to make sure that what 
happened at NECC never happens again. 

Not only does Massachusetts have State sterility requirements and United States 
Pharmacopeia (USP) Standard compliance requirements, but it retains the right to 
pull a pharmacy’s license, if that pharmacy is practicing outside the scope of its li- 
censing requirements. 

By all current indications, the operations of NECC were clearly outside of the 
scope of their own and other States’ licensure requirements and their license should 
have been pulled long ago. The Massachusetts Board of Pharmacy had the authority 
to do so. The FDA also had the authority to do so once they identified NECC as 
engaging in the illegal manufacturing and distribution of a prescription drug. 

At a minimum, knowing what they did, both the State and the FDA should have 
worked together to force the pharmacy to register as a manufacturer and to comply 
with Current Good Manufacturing Practice Guidelines (cGMP). Unfortunately, 
NECC showed a blatant disregard for existing rules and regulations (no matter 
what the law was or might have been, their behavior suggests that they would not 
have followed it). 

Additionally, and still to be answered by both regulatory agencies, is this funda- 
mental question: If both the State and the FDA knew of problems at NECC — and 
we know that they did, based on publicly disclosed documents — why did they fail 
to followup or take action? New regulations or new laws are meaningless if the reg- 
ulatory agencies charged with upholding them simply turn a blind eye to problems 
and fail to do their job. 

lACP supports the following State actions, at a minimum, to help mitigate further 
problems with sterility and other potential patient hazards: 

• All Boards of Pharmacy must be adequately funded by State legislatures in a 
manner sufficient to hire trained/educated pharmacists to conduct regular inspec- 
tions of all pharmacies. Too many Boards have been “de-funded” by legislatures that 
have tunneled revenue from the Boards into the States’ general funds leaving ad- 
ministrative gaps; 

• Board inspectors conducting compounding pharmacy inspections in both com- 
munity and institution settings must receive training in both the State regulations 
pertaining to compounding as well as the practice itself; 

• All States must adopt mandatory compliance with USP <795> and <797> stand- 
ards. Only 17 currently mandate that in their laws. All pharmacies providing 
compounding services — regardless of practice setting — must be held accountable to 
those standards; 

• State Boards must “police” themselves and provide the necessary assurances to 
other State Boards which depend upon them for conducting inspections for non-resi- 
dent pharmacies in a regular and consistent manner. Massachusetts’s Board obvi- 
ously failed to execute its responsibilities both to its citizens as well as patients in 
other States in which NECC was licensed by not conducting regular inspections. 

lACP looks forward to the opportunity to testify before the Senate HELP Com- 
mittee on November 15, 2012 to further address these critical issues. 


The International Academy of Compounding Pharmacists (lACP) appreciates the 
opportunity to provide input to the Senate HELP Committee as the committee and 
legislators seek to better understand current Federal and State oversight of phar- 
macy compounding and explore the possibilities for a legislative solution to the trag- 
edy surrounding New England Compounding Center (NECC) business practices. 

lACP is an international, professional association established in 1991 to protect, 
promote and advance the art and science of pharmacy compounding. lACP provides 
support to more than 2,700 members through programs and services including reim- 
bursement/third-party advocacy, government representation, regulatory analysis, 
public relations support, referral services and a fellowship program. lACP also rep- 
resents more than i64,()00 patient and practitioner advocates as part of our P2C2 
grassroots network. 

lACP members are individuals; lACP does not represent or advocate on behalf of 
specific pharmacies, businesses or companies. Compounding pharmacists work di- 
rectly with prescribers including physicians, nurse practitioners and veterinarians 
to create customized medication solutions for patients and animals whose health 
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care needs cannot be met by standardized medications manufactured by the phar- 
maceutical industry. 

lACP believes we share similar goals: an understanding of how this tragedy could 
happen, and how to ensure the safest possible practice of compounding in the fu- 
ture. 

The State and Federal regulatory scheme for pharmacy compounding is complex — 
lACP members have valuable experience and technical understanding of the laws 
that govern our industry. lACP stands ready to help legislators and regulators to 
assist you in conducting a thorough and complete assessment of State and Federal 
laws governing the practice of pharmacy. We believe this assessment should also ex- 
amine how regulators exercise their jurisdiction and discretion in enforcement. 

The apparent and tragic results of NECC’s alleged behavior undermine the fun- 
damentals of pharmacy, which include doing no harm. We are determined to help 
find the problem and solve it. Our profession stands ready to work with you and 
leaders from across the Federal and State governments to make sure that what hap- 
pened at NECC never happens again. 

lACP strongly believes that, in Massachusetts and other States, laws and regula- 
tions currently exist that — if they had heen followed and compliance had been en- 
forced — would have severely mitigated the potential for the tragic meningitis infec- 
tions that have occurred. Not only does Massachusetts have State sterility require- 
ments and United States Pharmacopeia (USP) Standard compliance requirements, 
but it retains the right to pull a pharmacy’s license, if that pharmacy is practicing 
outside the scope of its licensing requirements. 

By all current indications, the operations of NECC were clearly outside of the 
scope of the State’s licensure requirements and their license should have been 
pulled long ago. The State and the FDA should have worked together to force the 
pharmacy to register as a manufacturer, hut also to comply with Current Good 
Manufacturing Practice Guidelines (CGMP). Unfortunately, NECC showed a blatant 
disregard for existing rules and regulations (no matter what the law was, their be- 
havior indicates that they would not have followed it). 

Millions of Americans have unique health needs that off-the-shelf prescription 
medicines cannot meet. For them, customized medicines — prescribed or ordered by 
licensed prescribers and mixed safely by trained, licensed compounding phar- 
macists — are the only way to better health. 

By definition, compounded medicines are different than commercial pharma- 
ceuticals; they are prepared at the direction of licensed prescribers to meet patients’ 
individual needs that are not met by manufactured pharmaceuticals. As a result. 
Federal requirements designed for large-scale manufacture of uniformly dosed drugs 
do not apply to compounding pharmacies. 

Many patients depend on compounded medicines, including children, those with 
allergies, cancer patients, children with autism, senior citizens, menopausal women, 
hospice patients and those who rely upon discontinued drugs. For patients who are 
unable to take medications orally or as injections — the traditional dosage forms for 
manufactured drugs — compounding pharmacists can create alternate methods of de- 
livery, like ointments, solutions or suppositories, to fit their unique health needs. 

Many, if not most, of the lifesaving intravenous drugs given in hospitals and clin- 
ics are compounded. Because hospital patients are often on multiple medications, 
compounding them into one treatment saves the hospital personnel time and the pa- 
tient multiple injections or administrations. 

Additionally, compounded medications are often used by veterinarians and pet 
owners for the care of their pets. Animals come in all shapes and sizes, so one-size- 
fits-all pharmaceuticals do not always meet their needs. In many cases, a com- 
pounded medication may be necessary for a non-food animal to be satisfactorily 
treated. 

In 2003, LACP established a 501(c)(3) foundation to further research and edu- 
cational initiatives for the advancement of pharmacy compounding. Its mission is 
to conduct and publish research studies, establish academic alliances, and institute 
educational programs and issue forums. 

In 2004, lACP joined a coalition of eight leading pharmacy professional and regu- 
latory organizations in the creation of a voluntary accreditation program for phar- 
macy compounding. The Pharmacy Compounding Accreditation Board (PCAB) helps 
to assure quality and raise awareness of the profession. 

To begin with, lACP would support the following State actions to help mitigate 
further problems with sterility and other potential patient hazards: 

• All Boards of Pharmacy must be adequately funded by State legislatures in a 
manner sufficient to hire trained/educated pharmacists to conduct regular inspec- 
tions of all pharmacies. Too many Boards have been “de-funded” by legislatures that 
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have funneled revenue from the Boards into the States’ general funds leaving ad- 
ministrative gaps; 

• Board inspectors conducting compounding pharmacy inspections in both com- 
munity and institutional settings must receive training in both the State regulations 
pertaining to compounding as well as the practice itself; 

• All States must adopt mandatory compliance with USP <795> AND <797> 
standards. Only 17 currently have that on their books; and State Boards must “po- 
lice” themselves and provide the necessary assurances to other State Boards which 
depend upon them for conducting inspections for non-resident pharmacies in a reg- 
ular and consistent manner. 

Massachusetts’s Board obviously failed to execute its responsibilities both to its 
citizens as well as patients in other States in which NECC was licensed by not con- 
ducting regular inspections. 

Many States address specific compounding standards either through existing 
State laws and regulations and/or through the State’s adoption of USP standards 
for compounding pharmacy practices. lACP has submitted this information to the 
committee as part of its responses to committee questions issued to stakeholders 
prior to this hearing. 

Uncertainty about the application of section 503A does not affect oversight of 
pharmacy compounding. As mentioned, the States do address compounding, specifi- 
cally, and provide appropriate governing compounding standards. Moreover, some 
States already (and all should) require mandatory compliance with USP <795> AND 
<797> standards. To reiterate, lACP supports adoption of mandatory compliance 
with USP 795/595 by all States. 

From the Federal standpoint, the FDCA’s existing inspection provision, section 
704, allows FDA oversight when a pharmacy is not operating in conformity with 
governing State laws, or akin to a drug manufacturer. FDCA section 704 contains 
two very important components: 

1. Pursuant to the first sentence of section 704(a), FDA is permitted to inspect 
“all pertinent equipment, finished and unfinished materials, containers, and label- 
ing therein” of any pharmacy. FDA can glean the information it needs to determine 
whether a pharmacy is engaged in manufacturing through its inspection of these 
items. 

2. FDA gains enhanced inspection authority to inspect a pharmacy that is oper- 
ating as if it were a manufacturer. This authority exists whenever a pharmacy: 

(a) is not operating in conformity with State laws regulating the practice of phar- 
macy; 

(b) is not regularly engaged in dispensing prescription drugs upon the prescrip- 
tions of licensed practitioners; and 

(c) is compounding drugs for sale other than in the regular course of its business 
at retail. See section 704(a)(2)(A). 

Notably, the enhanced authority granted to FDA under these circumstances is the 
same inspection authority FDA possesses with regard to drug manufacturers. Thus, 
existing FDCA section 704 allows FDA to inspect a noncompliant pharmacy such 
as NECC as a manufacturer, subjecting it to inspection for “all things therein (in- 
cluding records, files, papers, processes, controls, and facilities) bearing on whether 
prescription drugs . . . which are adulterated or misbranded within the meaning of 
[the FDCA] . . . have been or are being manufactured, processed, packed, trans- 
ported, or held in any such place, or otherwise bearing on violation of [the FDCA]. 
(Section 704(a) (sentence three). 

lACP strongly believes that the States have laws and regulations in place that 
regulate the professional practice of pharmacy, and they have for hundreds of years. 
State laws, for example, govern anticipatory compounding (appropriately based on 
a history between the pharmacy and the physician or patient to ensure adequate 
supply) and beyond-use dates for drugs, both of which necessarily limit how much 
of a drug may be compounded in advance. 

Anticipatory compounding is also a required component of most States’ laws to en- 
sure timely patient access to drugs and thereby prevent wait-time and/or unavail- 
ability that may be harmful to the patient’s health. States similarly regulate such 
things as standards for active pharmaceutical ingredients (APIs) used in 
compounding; ability to compound commercial copies; and percentage of com- 
pounded preparations that may be shipped out of State, i.e., many of the things ex- 
isting section 503A simply attempts to reiterate. 

Notably, when a pharmacy operates outside the scope of its State laws and regu- 
lations governing the professional practice of pharmacy, that pharmacy subjects 
itself to FDA inspection and oversight, and full FDCA application to the same ex- 
tent as a drug manufacturer. NECC serves as a prime example of a pharmacy that 
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both breached State pharmacy regulatory laws and that should have been held ac- 
countable as a manufacturer by FDA. Such a non-State law compliant pharmacy no 
longer operates within the professional practice of pharmacy, which has always been 
effectively and traditionally regulated by the States through statutes and regula- 
tions developed over the course of more than a century. 

lACP believes that, since the practice of pharmacy (much like the practice of med- 
icine, veterinary medicine, nursing, etc.) is already regulated at the State level, the 
majority of policy and oversight is best if implemented/addressed/enforced at the li- 
censure level. States have the ability to remove a pharmacy’s license if that phar- 
macy is not operating within its licensure requirements. 

States also already have in place levels of licensure, depending on the function 
and scope of practice. The Federal Government has clear oversight and jurisdiction 
if that pharmacy is acting as a manufacturer. Should a pharmacy be acting in a 
manufacturing fashion, they should be licensed as a manufacturer and subject to 
CGMP, as are all other manufacturers. 

Again, lACP believes that all States must adopt mandatory compliance with USP 
<795> AND <797> standards. Only 17 States currently have adopted USP stand- 
ards. 

With regard to “manufacturing,” lACP has long maintained and continues to 
maintain, that volume, percentage of sales, use of “commercial” equipment, or inter- 
state sales should not be the determining factor in what constitutes a manufac- 
turing practice. A pharmacy that focuses much of its practice upon compounding 
gains even greater experience with the activity, and thus has heightened expertise 
and experience that benefit, rather than harm, recipient patients. By analogy, an 
experienced heart surgeon is far more preferable than a surgeon who performs heart 
surgery only sporadically. lACP thus believes that rather than indicators such as 
volume, percentage of sales, interstate shipment, etc., it is the activity of the phar- 
macy with regard to what they do with medicines they dispense that must be scruti- 
nized to determine whether or not they are engaged in manufacturing. 

lACP strongly believes that the current statutory definition of manufacturing (as 
it reads in the Controlled Substances Act) (CSA) sufficiently defines, and distin- 
guishes manufacturing from the practice of pharmacy compounding (see citation) 
Notably, the CSA definition dovetails nicely with existing FDCA section 704, as de- 
scribed above. Both hinge on the status of “pharmacy” or, conversely, “manufac- 
turer,” of whether the company preparing the drug operates in conformity with ap- 
plicable State laws governing the practice of pharmacy and as an incident to dis- 
pensing such drug in the course of professional pharmacy practice. 

Should Congress believe it is appropriate, it may be helpful to reiterate (mirror) 
the CSA definition in the Federal Food, Drug and Cosmetic Act (FDCA) as an ap- 
propriate standard for distinguishing between drug manufacturing and the medical 
practice of pharmacy compounding. Such inclusion also promotes uniformity be- 
tween the two Federal acts. The CSA, (21 U.S.C. Sec. 802 (112-90) TITLE 21— 
FOOD AND DRUGS, SUBCHAPTER I— CONTROL AND ENFORCEMENT Part A 
(15) states: 

“(15) The term “manufacture” means the production, preparation, propagation, 
compounding, or processing of a drug or other substance, either directly or indi- 
rectly or by extraction from substances of natural origin, or independently by 
means of chemical synthesis or by a combination of extraction and chemical 
synthesis, and includes any packaging or repackaging of such substance or la- 
beling or relabeling of its container; except that such term does not include the 
preparation, compounding, packaging, or labeling of a drug or other substance 
in conformity with applicable State or local law by a practitioner as an incident 
to his administration or dispensing of such drug or substance in the course of 
his professional practice. The term “manufacturer” means a person who manu- 
factures a drug or other substance.” 

Additionally, the CSA States the following in terms of differentiating between 
interstate and intrastate commerce (21 USC Sec. 801 (112-90), TITLE 21 — EOOD 
AND DRUGS. SUBCHAPTER I— CONTROL AND ENFORCEMENT Part A (5): 

“(5) Controlled substances manufactured and distributed intrastate cannot be 
differentiated from controlled substances manufactured and distributed inter- 
state. Thus, it is not feasible to distinguish, in terms of controls, between con- 
trolled substances manufactured and distributed interstate and controlled sub- 
stances manufactured and distributed intrastate.” 

Any changes to the statutory definitions of “manufacture” in either the CSA or 
the FDCA, or any changes to related regulations and/or agency policies, should be 
consistent as they apply to compounding pharmacies. For example, under either the 
FDCA or the CSA, a pharmacist should, with a prescription from a licensed physi- 
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cian, be able to compound patient-specific medications, controlled substance or not, 
sterile or unsterile, and deliver them directly to the prescribing physician for office 
administration when medically necessary as determined by the physician. 

This alone should not trigger a requirement that the pharmacist register with ei- 
ther the DEA or the FDA as a “manufacturer.” However, under current DEA policy, 
based on the agency’s interpretation of the CSA, unless the drug (controlled sub- 
stance) is delivered directly to the “end user,” (i.e. the patient), registration as a 
“manufacturer” is required, even when the pharmacist is compounding the drug 
pursuant to a valid prescription and delivering the drug to the prescribing physician 
for medically necessary office administration. 

This is a particularly troubling policy by the DEA as it relates to sterile, injectable 
compounds, which often must be surgically implanted and delivered via intrathecal 
pain pump. As the recent tragedy involving the NECC has shown, maintaining ste- 
rility throughout the compounding process and the administration of injectable com- 
pounded drugs is critical to patient safety. 

DEA’s current policy runs counter to both their stated goal of preventing diversion 
of controlled substances, and to standard medical practices intended to maintain 
sterility of the drugs. This has put compounding pharmacists in the untenable posi- 
tion of following universally accepted medical practice and risking enforcement ac- 
tion by the DEA; or, undergoing an expensive and burdensome manufacturer reg- 
istration process that does not accurately reflect the status of their traditional phar- 
macy practice. 

Alternatively, they could refuse to fill prescriptions for controlled substances for 
office administration, which could jeopardize patient access to critical medications. 
Again, changes to the FDCA or CSA should be consistent in what actions trigger 
manufacturer licensing requirements and should not impede traditional pharmacists 
from compounding patient-specific medications for office administration when medi- 
cally necessary. 

With regard to standards for sterile and non-sterile compounding, lACP feels that 
these issues are sufficiently addressed by State laws and regulations. Where it is 
not, lACP strongly urges that States adopt rules and regulations similar to those 
in Iowa (Iowa regulations are attached). lACP again encourages that the USP 
<795> and <797> standards and practices be adopted by every State, as further 
safeguard. 

State Boards must “police” themselves and provide the necessary assurances to 
other State Boards which depend upon them for conducting inspections for non-resi- 
dent pharmacies in a regular and consistent manner. Massachusetts Board obvi- 
ously failed to execute its responsibilities both to its citizens as well as patients in 
other States in which NECC was licensed by not conducting regular inspections. 

Additionally, virtually every State requires an out-of-state pharmacy to register 
as such with the recipient State (with one notable exception being Massachusetts). 
In this regard, the pharmacy dispensing compounds across State lines is subject to 
heightened (not diluted) oversight and regulation because it must abide by the laws 
of both its home State and the out-of-state recipient. 

With regard to the Active Pharmaceutical Ingredients (APIs) used in the profes- 
sion of compounding, there already exists in Federal statute language that requires 
all drugs compounded in the United States to use only active pharmaceutical ingre- 
dients (APIs) from FDA registered facilities. (See section 510). lACP regularly re- 
minds its members to require a bill of lading. This provision was included in the 
PDUFA reauthorization legislation signed into law this year. Please see below for 
statutory language: 

P.L. 112-144, Section 713, The “Food and Drug Administration Safety and In- 
novation Act”. 

SEC. 713. STANDARDS FOR ADMISSION OF IMPORTED DRUGS. 

Section 801 (21 U.S.C. 381) is amended — 

(1) in subsection (o), by striking “drug or”; and 

(2) by adding at the end the following: 

(r)(l) The Secretary may require, pursuant to the regulations promulgated 
under paragraph (4)(A), as a condition of granting admission to a drug im- 
ported or offered for import into the United States, that the importer elec- 
tronically submit information demonstrating that the drug complies with ap- 
plicable requirements of this Act. 

(2) The information described under paragraph (1) may include — 

(A) information demonstrating the regulatory status of the drug, such as 
the new drug application, abbreviated new drug application, or investiga- 
tional new drug or drug master file number; 
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(B) facility information, such as proof of registration and the unique facility 
identifier; 

(C) indication of compliance with current good manufacturing practice, test- 
ing results, certifications relating to satisfactory inspections, and compli- 
ance with the country of export regulations; and 

(D) any other information deemed necessary and appropriate by the Sec- 
retary to assess compliance of the article being offered for import. 

(B) PROCEDURE. — In promulgating a regulation under subparagraph (A), 
the Secretary shall — 

(i) issue a notice of proposed rulemaking that includes the proposed regula- 
tion; 

(ii) provide a period of not less than 60 days for comments on the proposed 
reflation; and 

(iii) publish the final regulation not less than 30 days before the regula- 
tion’s effective date. 

(C) RESTRICTIONS. — Notwithstanding any other provision of Federal law, in 
implementing this subsection, the Secretary shall only promulgate regulations 
as described in subparagraph (B). 

(3) DISCONTINUANCE OF REGISTRATION.— The Secretary shall discontinue 
the registration of any commercial importer of drugs that fails to comply with the 
regulations promulgated under this subsection. 

(4) UNIQUE FACILITY IDENTIFIER.— The Secretary shall specify the unique fa- 
cility identifier system that shall be used by registrants under paragraph (1). The 
requirement to include a unique facility identifier in a registration under paragraph 
(1) shall not apply until the date that the identifier system is specified by the Sec- 
retary under the preceding sentence. 

(5) EXEMPTIONS. — The Secretary, by notice in the Federal Register, may estab- 
lish exemptions from the requirements of this subsection. 

(c) MISBRANDING. — Section 502(o) (21 U.S.C. 352) is amended by inserting “if 
it is a drug and was imported or offered for import by a commercial importer of 
drugs not duly registered under section 801(s),” after “not duly registered under sec- 
tion 510.” 

(d) REGULATIONS.— 

(1) IN GENERAL. — Not later than 36 months after the date of the enactment of 
this Act, the Secretary of Health and Human Services, in consultation with the Sec- 
retary of Homeland Security acting through U.S. Customs and Border Protection, 
shall promulgate the regulations required to carry out section 801(s) of the Federal 
Food, Drug, and Cosmetic Act, as added by subsection (b). 

(2) PROCEDURES FOR PROMULGATING REGULATIONS.— 

(A) IN GENERAL. — In promulgating a regulation under paragraph (1), the Sec- 
retary shall — 

(i) issue a notice of proposed rulemaking that includes the proposed regulation; 

(ii) provide a period of not less than 60 days for comments on the proposed regula- 
tion; and 

(iii) publish the final regulation not less than 30 days before the regulation’s effec- 
tive date. 

(B) RESTRICTIONS. — Notwithstanding any other provision of Federal law, in im- 
plementing section 801(s) of the Federal Food, Drug, and Cosmetic Act, as added 
by subsection (b), the Secretary shall promulgate regulations only as described in 
subparagraph (A). 

On the issue of where and with whom a pharmacy should be registered, phar- 
macies are already required to register with their State Board of Pharmacy and the 
Drug Enforcement Administration (DEA). Adding an additional registration require- 
ment for pharmacies would do nothing to further the goal of keeping patients safe — 
it would amount to a paperwork requirement/administrative step that would 
produce no particular positive outcome due to an already overstrained FDA budget 
and the existing broad categories of oversight the agency has to prioritize. 

The FDA may inspect an establishment — including pharmacies — to ensure that 
drugs are appropriately handled and stored. In other words . . . they can look at 
what’s on the shelf, in the refrigerator, in the inventory, etc. 

The FDA may not inspect records and files (e.g., prescriptions, compounding for- 
mulas, etc.) unless either (a) the pharmacy in noncompliant with its State laws, see 
supra section 704 discussion, or (b) FDA has an administrative warrant that dem- 
onstrates a sufficient cause to do so. A pharmacy may decline such an inspection 
if it believes it is operating in full compliance with the State law unless there is 
some sort of court document authorizing the FDA to do so. 
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However, if the pharmacy is registered as a manufacturer, the FDA has much 
broader authority to inspect and cite such a manufacturing entity. As a manufac- 
turer, they would also have to comply with CGMP and the FDA has clear injunctive 
authority over them, should they not remedy violations. In short, a pharmacy en- 
gaged in manufacturing is subject to the same laws, inspections, restrictions, and 
penalties as a commercial drug manufacturer. 

There are many patients (both human and animal) needing products in various 
medical scenarios requiring physician input and judgment based upon the needs of 
their patient. States already have limitations to this in their regulations and laws 
as necessary for their particular State for citizens/citizens’ pets. Pharmacists are re- 
quired, by State law, to have sufficient drugs and preparations on their shelves to 
enable them to service their clients in a timely manner. Any requirement that a 
pharmacist must wait on each and every prescription thus works counter to public 
interest and patient health and safety. 

Regarding the prescription, moreover, there is no need for a physician to explicitly 
order a compounded drug. If a physician orders a name brand commercial product, 
the pharmacy will fill the prescription with it. If, however, the physician’s prescrip- 
tion is specific as to active ingredient, dosage, and/or delivery format, it enables the 
pharmacy to create the medication as needed for the particular patient, and as a 
prescribed physician, without need of express direction to compound by the physi- 
cian. 

lACP acknowledges that many States have already addressed this issue through 
“office use” specifications in their laws and regulations (lACP has supplied the com- 
mittee with a state-by-state office use regulation guide). Should a State NOT have 
such standards in place, LACP would urge the State to adopt clear and concise guid- 
ance for the compounding of medications for “office use.” lACP adds that compounds 
prepared for office stock are no different than a singular compounded drug prescrip- 
tion in terms of pharmacy preparation. The same State law remains applicable to 
each and every one of these compounds. Finally, regarding labeling, please see the 
enclosed lACP statement regarding suggested labeling for office use. 

Ultimately, the decisionmaking with regard to what a script requires is left to the 
medical practitioner who writes the scripts in the first place. The doctor or veteri- 
narian is best educated and best suited to make these determinations on medicines 
to be used and in what dose and dosage form. lACP does not believe the volume 
of prescriptions involved necessarily is the issue. Instead, the issue is one of (a) drug 
preparation — which is the same regardless of number, and (b) fulfilling the medical 
judgments of the practitioner by following the practitioner’s directions, as deter- 
mined for the practitioner’s patient. 

lACP believes that the FDCA’s existing inspection provision, section 704, which 
was outlined supra, allows FDA the necessary authority and oversight it needs to 
determine whether a pharmacy is operating as a pharmacy or, instead, akin to a 
drug manufacturer, thus subjecting it to full inspection and FDCA application. 

By way of further example, FDA may inspect the equipment, drug materials, con- 
tainers and labeling of any pharmacy. See section 704(a) (sentence one). State law 
requires pharmacy labeling to include, inter alia, the name and strength of the ac- 
tive ingredient, the lot number, the beyond-use date, the quantity or amount in the 
container, the pharmacy’s name, and the physician’s name. 

Through this information, FDA can assess the professionals’ licensure, the exact 
prescription for the patient, and exactly what the patient will receive. Moreover, all 
this information must be included on the label or the pharmacy violates its State’s 
law, thus triggering the FDCA section 704 enhanced inspection (sentence three) that 
applies to drug manufacturers. (See section 704(a)(2)(A)). 

It has not been lACP’s experience that the FDA has had difficulty collaborating 
with the States. The opposite appears to be true. FDA often collaborates with both 
the State boards of pharmacy and the DEA, both of which have full inspection au- 
thority over pharmacies. See e.g., Wedgewood Village Pharmacy, Inc. v. U.S., 421 
F.3d 263, 271 (2005) (noting FDA collected all the evidence it needed regarding 
whether a pharmacy was operating as a pharmacy or more akin to a manufacturer 
through collaboration with the State board and DEA); and Medical Center Pharmacy 
V. Mukasey, 451 F.Supp.2d 854 (W.D.Tex. 2006) (noting same). 

lACP stresses the importance of communicating important health information to 
patients whenever any medication is dispensed through labeling on the medication. 
lACP supports State regulations that require information on labeling that informs 
the patient that the medication has been compounded. 

With regard to adverse event reporting, lACP argues that MedWatch is the Food 
and Drug Administration’s reporting system for an adverse event or sentinel event, 
founded in 1993. This system should also be used for compounded medication. 
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An adverse event is any undesirable experience associated with the use of a med- 
ical product. The MedWatch system collects reports of adverse reactions and quality 
problems, primarily with drugs and medical devices, but also for other FDA-regu- 
lated products (e.g., dietary supplements, cosmetics, medical foods, and infant for- 
mulas). 

Voluntary reporting by healthcare professionals, consumers, and patients is con- 
ducted on a single, one-page reporting form (Form FDA 3500). Reporting can be con- 
ducted online, by phone 1-800-FDA-1088, or by submitting the MedWatch 3500 
form by mail or fax 1-800-FDA-0178. 

Rather than replicating The MedWatch system, lACP contends that there already 
exists a reporting system for all in the Triad of care. MedWatch is intended to detect 
safety hazard signals for medical products. If a signal is detected, the FDA can issue 
medical product safety alerts or order product recalls, withdrawals, or labeling 
changes to protect the public health. Important safety information is disseminated 
to the medical community and the general public via the MedWatch Web site and 
the MedWatch E-list. 

On the issue of communication between agencies, lACP would support a notifica- 
tion system that requires States to notify the FDA (within 14 days of such action) 
when a pharmacy’s license has been revoked. Additionally, the FDA should notify 
States when they believe a pharmacy is acting as a manufacturer and may be oper- 
ating outside of its registration status allowances. 

Additionally, Congress might want to consider assessing civil penalties when a 
pharmacy owner/operator has willfully misled authorities as to the nature of their 
business. 

lACP appreciates this opportunity to provide input on this critical outbreak to the 
committee and looks forward to further discussing this issue. lACP will be happy 
to respond to any additional questions the committee may have. 

The Chairman. Thank you, Mr. Miller. 

Now we’ll turn to Dr. Thompson. 

Dr. Thompson, please proceed. 

STATEMENT OF KASEY K. THOMPSON, PHARM.D., M.S., B.S., 

VICE PRESIDENT, OFFICE OF POLICY, PLANNING AND COM- 
MUNICATIONS, AMERICAN SOCIETY OF HEALTH-SYSTEM 

PHARMACISTS, BETHESDA, MD 

Mr. Thompson. Thank you. Chairman Harkin and distinguished 
members of the committee, for holding this hearing. My name is 
Kasey Thompson. I am vice president for Policy, Planning, and 
Communications with the American Society of Health-System 
Pharmacists. I am here today to provide ASHP’s perspective on the 
recent meningitis outbreak and to explore potential policy options 
to help prevent similar events from occurring ever again in the fu- 
ture. 

First and foremost, on behalf of ASHP and our more than 40,000 
members practicing in hospitals, health systems, and ambulatory 
clinics, I want to express our sympathy for the victims and their 
families who were harmed by this terrible tragedy. The patients 
who relied on these medications deserved much better. 

Unfortunately, the New England Compounding Center appeared 
to have been operating in a manner that falls far short of stand- 
ards for compounding sterile preparations. Further, the scale and 
scope of NECC’s operations more nearly resembles pharmaceutical 
manufacturing than traditional pharmacy compounding. 

U.S. hospitals prepare a vast array of compounded sterile prep- 
arations every day in order to meet the needs of patients. In fact, 
the majority of compounded medications hospitals utilize are pre- 
pared in-house by pharmacy departments. The compounded medi- 
cations that hospitalized patients need include simple intravenous 
admixtures to complex customized medications that are not avail- 
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able off the shelf, such as multi-ingredient solutions for heart sur- 
gery, epidural pain medication, and adult medications prepared 
with concentrations that can be safely administered to babies and 
children. 

However, hospitals also enlist the help of qualified compounding 
pharmacies for some compounded preparations for several reasons. 
For example, they may not have the necessary equipment or facili- 
ties to prepare some high-risk preparations, or they may face medi- 
cation shortages from commercial products. 

Hospitals prepare or purchase compounded medications based on 
specific patient needs and individual medication orders or in antici- 
pation of needs for patients under their care. Importantly, medica- 
tions that are purchased from outside compounding pharmacies are 
not commercially available from brand or generic manufacturers in 
the individualized form needed for specific patients. 

ASHP has dedicated itself to developing the highest standards 
for compounding sterile products in hospitals. We began publishing 
guidelines on sterile and non-sterile compounding in the early 
1990s. In 2010, ASHP published the ASHP Guidelines on Out- 
sourcing Sterile Compounding Services to advise pharmacy depart- 
ments on how to conduct due diligence when selecting outsourcing 
vendors. All of our guidelines have always been available as a free 
public service to the healthcare community and to others. 

However, even with the availability of these useful resources, we 
cannot rely solely on the diligence of purchasers to take the place 
of proper licensing, inspection, and oversight of entities producing 
compounded medications, especially those entities that are manu- 
facturing in large quantities and shipping across the country. Phar- 
macists and other healthcare providers should not be expected to 
perform the jobs of regulators by visiting and inspecting phar- 
macies and manufacturers that they do business with. 

The distinction between traditional pharmacy compounding and 
manufacturing appears to be a regulatory gray area between State 
boards of pharmacy and the FDA. As we have seen, however, the 
implications of this gray area are serious. 

We recognize the regulatory challenges of defining the activities 
in this gray area. We firmly believe that specific definitions are es- 
sential so that mass production of the scope and scale done by 
NECC falls clearly within the regulatory jurisdiction of FDA rather 
than State boards of pharmacy. To this end, we have developed pol- 
icy recommendations for the committee, FDA, and other stake- 
holders to consider as we explore ways to address this gap in over- 
sight. 

A number of variables make distinguishing between compound- 
ing and manufacturing difficult. Therefore, both functions might be 
better viewed as a continuum of activities stratified by the poten- 
tial risk for patient harm, each requiring defined procedures, 
equipment, training, and quality controls. At one end of the con- 
tinuum, oversight of traditional compounding is clearly within the 
purview of States and the oversight of pharmaceutical manufac- 
turing within the purview of the FDA. 

Once compounding activities advance along the continuum to 
manufacturing, the risk to patient safety and public health in- 
creases. There may be a need for a special category of FDA over- 
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sight that falls between compounding and manufacturing hut does 
not require a drug approval. 

For example, if a compounding pharmacy sells to other organiza- 
tions and not directly to patients, there may he a need to he regu- 
lated hy the FDA. Doing so would allow hospitals, clinics, and phy- 
sician offices to purchase sufficient quantities of compounded prod- 
uct as is necessary to meet patient needs, while doing so under the 
assurance that they are making those purchases from appro- 
priately regulated entities. 

ASHP recommends stronger communication and collahoration be- 
tween State boards of pharmacy and the FDA to accomplish this 
goal. We also believe that State boards of pharmacy should be able 
to work with FDA to inspect an entity suspected of engaging in 
large-scale drug production beyond the scope of traditional phar- 
macy compounding. 

Finally, we strongly believe the FDA must be provided with the 
resources it needs to perform oversight of compounding entities 
that are potentially engaged in manufacturing. 

Thank you for the opportunity to provide the perspectives of the 
pharmacists who practice in hospitals and health systems. ASHP 
remains committed to working with Congress, the FDA, and other 
stakeholders to ensure that an event like this never occurs again. 

[The prepared statement of Mr. Thompson follows:] 

Prepared Statement of Kasey K. Thompson, Pharm.D., M.S., B.S. 

SUMMARY 

U.S. hospitals prepare a vast array of compounded sterile preparations every day 
in order to meet the needs of patients. However, hospitals also enlist the help of 
qualified compounding pharmacies for some compounded preparations for several 
reasons. 

ASHP has dedicated itself to being a leader in developing the highest standards 
for compounding and sterile product preparation in hospitals. We have developed an 
assessment tool based on our guidelines that helps pharmacists in hospitals and 
health systems comprehensively evaluate sterile compounding service providers and 
use comparative date for their vendor selection process. 

However, we cannot solely rely on the due diligence of purchasers to take the 
place of proper licensing, inspections and oversight of entities producing com- 
pounded medications. The distinction between traditional pharmacy compounding 
and manufacturing appears to be a regulatory gray area between State boards of 
pharmacy and FDA. As we have seen, however, the implications of this gray area 
are serious. 

ASHP recommends stronger communication and collaboration between State 
boards of pharmacy and the FDA. We also believe that it may be necessary to re- 
visit previous attempts to further define pharmacy compounding from large scale, 
mass-produced medications. Finally, we strongly believe that FDA must be provided 
the resources it needs to perform serious and meaningful regulatory oversight. 


Good morning and thank you Chairman Harkin, Ranking Member Enzi, and dis- 
tinguished members of the committee, for holding this hearing. My name is Kasey 
Thompson and I am vice president of Policy, Planning and Communications for the 
American Society of Health-System Pharmacists (ASHP). I am here today to provide 
ASHP’s perspective on the recent meningitis outbreak, and to explore potential pol- 
icy options to help prevent similar events from occurring in the future. 

First and foremost, on behalf of ASHP and our more than 40,000 members prac- 
ticing in hospitals, health systems, and ambulatory clinics, I want to express our 
sympathy for the victims and their families who were harmed by this tragedy. The 
patients who relied on these medications deserved much better. Unfortunately, the 
New England Compounding Center appeared to have been operating in a manner 
that falls far short of standards for compounding sterile preparations. Further, the 
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scale and scope of NECC’s operation more nearly resembles pharmaceutical manu- 
facturing rather than pharmacy compounding. 

U.S. hospitals prepare a vast array of compounded sterile preparations every day 
in order to meet the needs of patients. In fact, the majority of compounded medica- 
tions hospitals utilize are prepared in-house by pharmacy departments. The com- 
pounded medications that hospitalized patients need span from simple intravenous 
admixtures to complex customized medications that are not available off the shelf, 
such as multi-ingredient cardioplegia solutions for heart surgery, precisely meas- 
ured combinations of epidural pain medication and adult medications prepared in 
concentrations that can be safely administered to babies and children. 

However, hospitals also enlist the help of qualified compounding pharmacies for 
some compounded preparations for several reasons. For example, they may not have 
necessary equipment or facilities to prepare some high-risk preparations, or they 
may face medication shortages for commercial products that can only be replicated 
by a compounding pharmacy. 

Hospitals prepare or purchase compounded medications based on specific patient 
needs and individual medication orders or in anticipation of needs for patients 
under their direct care. Importantly, medications that are purchased from outside 
compounding pharmacies are not commercially available from brand or generic 
manufacturers in the individualized form needed for a specific patient or patients, 
unless manufacturers cannot supply them. 

ASHP has dedicated itself to developing the highest standards for compounding 
and sterile product preparation in hospitals. Through our peer-reviewed publication, 
the American Journal of Health-System Pharmacy, we began publishing guidelines 
on sterile and non-sterile compounding in the early 1990s. In 1993 we published the 
ASHP Technical Assistance Bulletin on Quality Assurance for Pharmacy -Prepared 
Sterile Products. This was revised in 2000, and is currently in the final stages of 
revision. 

These guidelines formed the basis for the three-tier risk assessment structure 
later incorporated by the United States Pharmacopeia into Chapter 797, its stand- 
ards for compounding sterile products. In 2010, ASHP published the ASHP Guide- 
lines on Outsourcing Sterile Compounding Services to advise pharmacy departments 
on how to conduct due diligence when selecting outsourcing vendors. In addition, we 
have developed an assessment tool based on our guidelines that helps pharmacists 
in hospitals and health systems comprehensively evaluate sterile compounding serv- 
ice providers and use comparative data for their vendor selection process. Our 
guidelines and assessment tool are and have been available free as a public service 
to the health care community and others. 

POLICY OPTIONS 

We cannot rely solely on the due diligence of purchasers to take the place of prop- 
er licensing, inspections and oversight of entities producing compounded medica- 
tions, especially for those entities that are manufacturing in large quantities and 
shipping across the country. Pharmacists and other health care providers should not 
be expected to perform the jobs of regulators by visiting and inspecting pharmacies 
or manufacturers that they do business with. 

The distinction between traditional pharmacy compounding and manufacturing 
appears to be a regulatory gray area between State boards of pharmacy and FDA. 
As we have seen, however, the implications of this gray area are serious. 

We recognize the regulatory challenges of defining the activities in this gray area, 
but we firmly believe that specific definitions are essential so that mass production 
of the scope and scale done by NECC falls within the regulatory jurisdiction of FDA, 
rather than State boards of pharmacy. To this end, we have developed policy rec- 
ommendations for the committee, FDA and other stakeholders to consider as we ex- 
plore ways to address this gap in oversight. 

Previous attempts to define compounding in Federal law contained certain ele- 
ments that should be examined in light of practice changes since 1997. Recent legis- 
lative proposals merit further discussion and exploration, since they may reflect 
those practice changes and allow for the regulatory flexibility among State boards 
of pharmacy and the FDA that would ensure that hospitals continue to be allowed 
to obtain compounded medications in anticipation of patient need. 

Compounding pharmacies range from small pharmacy operations that compound 
medications for individual patients directly under their care to large-scale oper- 
ations that prepare compounded medications in the volumes required to serve the 
needs of patients under the care of health systems or physician offices. A number 
of variables make distinguishing between compounding and manufacturing difficult. 
Therefore, both functions might be better viewed as a continuum of activities strati- 
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fied by the potential for risk of patient harm, each requiring defined procedures, 
equipment, training, and quality controls. At one end of the continuum, oversight 
of traditional compounding is clearly within the purview of States, as is FDA regula- 
tion at the other end of the continuum with pharmaceutical manufacturing. As leg- 
islative proposals are considered, it will be important to reaffirm the role of State 
boards of pharmacy to license and regulate traditional compounding while recog- 
nizing that large-scale compounding of sterile products may require oversight by the 
FDA in cooperation with State boards of pharmacy. 

Once compounding activities advance along the continuum to manufacturing and 
the risk to patient safety and public health increases, there may be a need for a 
special category of FDA oversight that falls between compounding and manufac- 
turing but does not require a drug approval (e.g., an NDA). For example, if a 
compounding pharmacy sells to other organizations and not directly to patients, 
then they may need to be regulated by the FDA. Doing so would allow hospitals, 
clinics, and physician offices to purchase sufficient quantities of compounded prod- 
uct as is necessary to meet patient needs, while doing so under the assurance that 
they are making those purchases from appropriately regulated sources. 

ASHP recommends stronger communication and collaboration between State 
boards of pharmacy and the FDA to accomplish this goal. We also believe that State 
boards of pharmacy should be able to work with FDA to inspect an entity suspected 
of engaging in large-scale production beyond the scope of pharmacy compounding. 
Previous court rulings have made FDA’s authority to inspect these facilities unclear 
and subject to legal action. 

Finally, we strongly believe that FDA must be provided the resources it needs to 
perform serious and meaningful regulatory oversight of entities that are potentially 
engaged in manufacturing. Not to do so now will only hinder the agency in imple- 
menting legislation. 


CONCLUSION 

To summarize, we are profoundly saddened by what we believe should have been 
an avoidable tragedy. ASFfP remains committed to working with Congress, FDA and 
other stakeholders to address these regulatory gaps and reduce the likelihood of 
similar outbreaks from compounded sterile products in the future. 

The Chairman. Thank you very much, Dr. Thompson. We’ll 
begin a round of 5-minute questions. 

Mr. Miller, do you believe Congress should clarify the legal sta- 
tus of section 503A given the current split between the Ninth and 
Fifth Circuits? 

Mr. Miller. Mr. Chairman, there is definitely clear confusion 
about authority based upon the judicial decisions in the Fifth and 
the Ninth. We also know based upon the Medical Center v. Thomp- 
son decision in the Supreme Court that actually struck down sec- 
tions of the original FDA FDAMA law as being unconstitutional. 
So, yes, we need to go back and revisit this, especially in light of 
this tragedy. 

The Chairman. Let me ask that question one more time. Do you 
believe Congress should clarify the legal status of section 503A? 

Mr. Miller. Yes. 

The Chairman. Thank you. That’s all I wanted to hear. We know 
the background and stuff. We’re trying to get a clarification of this. 
So you think that we should give that kind of clarification whether 
it’s the flagpole type or some kind of clarification on section 503A? 

Let me ask this. I may tend to disagree with you a little bit on 
your sort of absolute statement that FDA had jurisdiction in this. 
I still think that’s sort of a gray area. But let’s assume that they 
did. 

Mr. Miller. Yes, sir. 

The Chairman. Assuming we agree that they should have juris- 
diction when a pharmacy like NECC operates in a manner and 
scale that is essentially a manufacturer, shouldn’t the FDA have 
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access to records such as prescription records to help it determine 
whether the operation is really a compounder or a manufacturer? 

Mr. Miller. That’s a complex question, and the answer is it 
does. The FDA has the ability to obtain a court order, subpoena, 
or administrative warrant to obtain any records within a phar- 
macy. They also have the ability to work in collaboration with a 
board of pharmacy. The board of pharmacy in every State has the 
ability to look at all documentation and materials in any of its li- 
censed sites. 

If the FDA felt compelled, in addition to its Form 482 on-site in- 
spection of materials, that it needed additional information, that’s 
a simple collaboration with a State board of pharmacy. We know 
based on testimony that occurred between the FDA and the Massa- 
chusetts Board of Pharmacy, and yet that system still failed. Does 
the FDA — should they — actually. Senator, although it’s not specific, 
they do have that ability currently. 

The Chairman. They do have to go through a lot of hoops. 
They’ve got to go to court. They’ve got to get all kinds of things be- 
fore they do that. That takes, obviously, a lot of resources. It takes 
a lot of time. I’m just saying that if we agree that FDA should have 
this jurisdiction, shouldn’t they have access to records to help them 
determine whether it’s a compounder or a manufacturer, because 
sometimes — as Dr. Hamburg kept saying, sometimes they don’t 
know. 

Mr. Miller. Yes. One of the things that also has to be ad- 
dressed — and it’s very important — is that as we distinguish be- 
tween a pharmacy engaged in compounding, which more than 50 
percent of all pharmacies in the country do, versus manufacturing, 
we have to look at what they are doing, not necessarily how, but 
what are they doing. 

The Chairman. I know you were here for the first panel. You 
may have heard me say something about State lines. 

Mr. Miller. Yes. 

The Chairman. I don’t know if that’s right or not. What are the 
features that distinguish NECC from what you would view as a le- 
gitimate large-scale compounding pharmacy? Again, we heard 
about volume. I mentioned interstate shipment, prescription 
records. Again, do we have some guidelines? What features would 
distinguish that as a legitimate large-scale compounding phar- 
macy? 

Mr. Miller. Mr. Chairman, I am a pharmacist. I tend to think 
black and white. The answer is pretty simple. When I receive a 
prescription, regardless of whether it’s a compound or an off-the- 
shelf commercially manufactured drug, that is coming from an au- 
thorized prescriber in my State. I’m empowered to fill it for a pa- 
tient, or, depending upon the order, I may be filling it for a clinic 
associated with a hospital down the street. I fill prescriptions. 

The difference between NECC and a compounding pharmacy was 
they weren’t filling prescriptions. They were bulk manufacturing 
and selling. A company like Pfizer creates and sells medications. 
They don’t fill prescriptions. A company like Ameridose, associated 
with NECC, creates and sells medications. Pharmacies fill prescrip- 
tions. 
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One of the things that we’ve heard from conversations with many 
boards of pharmacy is how do I distinguish this? It’s relatively sim- 
ple. Any pharmacy inspector, specifically one who is a pharmacist 
and trained, can tell you, based on the paperwork in that phar- 
macy, is this pharmacy filling a prescription, or are they essentially 
creating bulk quantities? And those bulk quantities, whether 
they’re 100 or 100,000 — are they being sold as opposed to being dis- 
pensed? 

It’s a function of what we do as pharmacists that really differen- 
tiates between pharmacy practice and manufacturing. That’s where 
I think we really went awry here with NECC, because it was quite 
apparent that they were not filling prescriptions. They were selling 
stuff, and that’s what manufacturers do. 

The Chairman. OK. I’ll try to absorb all that. 

Senator Roberts. 

Senator Roberts. I want to be a little insistent here, and I apolo- 
gize for that. In the first place, in my opening statement, I said 
that I hoped that the witnesses today would offer their commit- 
ment to work with us — and I think you’ve done that — and to do so 
in good faith — and I know you’ll do that — with the intent to be 
transparent and forthcoming with your thoughts and your sugges- 
tions and your concerns. That came from my opening remarks. 

Is this something that you are both willing to do, remembering 
that during the early days of trying to get something done, we 
wanted answers and all we got was pushback. Could you speak to 
that, please? 

Mr. Miller. Senator Roberts, as a pharmacist and as an organi- 
zation representing pharmacists, the worst possible thing has hap- 
pened. We have more than 30 people dead. We have 461 people ill. 
Right now, the focus must be on working collaboratively — profes- 
sional associations, regulators, legislators — to prevent this from 
ever happening again. lACP and all the other pharmacy associa- 
tions, State and national, will be working with you, this committee, 
and everyone else to make sure that we protect the public from or- 
ganizations, businesses, entities like an NECC. You have my com- 
mitment on that. Senator. 

Senator Roberts. I appreciate that. 

Dr. Thompson, I know that you are providing a legislative blue- 
print to be of help to us, which I appreciate. Is that criteria vol- 
untary, or is that mandatory? 

Mr. Thompson. The blueprint that we suggested? 

Senator Roberts. Yes. 

Mr. Thompson. We think that’s mandatory. Basically, it’s to clar- 
ify the jurisdiction of the FDA over manufacturing of these 
compounding entities. I call them entities for a reason, because it 
is a gray area — and I’m speaking as a practitioner and for our 
members — in trying to understand who they’re doing business with 
out there. And we do believe there are some gray areas. 

We think that this is something that would give the FDA the au- 
thority it needs to regulate these entities that fall between the 
Pfizers and the Mercks and the large-scale manufacturers that are 
manufacturing under approved drug applications and abbreviated 
new drug applications for generic drugs and these entities that are 
compounding medications in large amounts. 
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Senator Roberts. In your opinion, either one of you, do you 
think that NECC is a manufacturer? If you do, do you believe that 
FDA has the current oversight and enforcement authority to appro- 
priately regulate manufacturers? 

Mr. Thompson. I believe that they were behaving as a manufac- 
turer, without question. It’s become clear to me, or perhaps un- 
clear, whether FDA had the authority or not. This registration that 
compounding pharmacies do with the FDA is not the same as what 
a commercial manufacturer that is manufacturing under a new 
drug application and is licensed to manufacture under that applica- 
tion. I do believe it’s a regulatory gray area that must be confirmed 
by Congress. 

Mr. Miller. No question. Senator. NECC was engaged in illegal 
manufacturing. They did not have a license in the State of Massa- 
chusetts as a manufacturer. All States oversee that, in addition to 
the FDA. They were not registered with the FDA. They were ship- 
ping products nationwide without prescriptions, without official au- 
thorized orders from prescribers. Bottom line, that’s manufac- 
turing. 

Senator Roberts. I appreciate that. I have no further questions, 
Mr. Chairman. 

The Chairman. Senator Alexander. 

Senator Alexander. Thanks, Mr. Chairman. 

Thank you for being here and for your testimony. You make the 
solution sound pretty simple, that you just take these large facili- 
ties that are in the gray area, and some of them are manufacturers 
and they’re regulated by the FDA, and the rest of them aren’t. 
They’re filling prescriptions and they’re regulated by State boards 
of pharmacy. Am I hearing you right? 

Mr. Miller. From — go ahead, Kasey. 

Mr. Thompson. I’m sorry. Yes, you are hearing me correctly in 
that respect. We do believe that traditional pharmacy compounding 
is the filling of a prescription and dispensing that to a patient. 
These entities that are preparing large amounts of medications and 
not necessarily dispensing those to patients but selling those to 
various entities, whether it’s hospitals, physician offices or others, 
are manufacturing. 

Senator Alexander. There are some — let’s take Tennessee. 
Maybe we’ve got 1,000 to 1,200 pharmacies. Let me just guess at 
it. And based upon your testimony, maybe 500 of them do 
compounding. 

Mr. Miller. That’s correct. 

Senator Alexander. Now, apparently, there must be a number 
of other larger compounding pharmacy facilities in Tennessee, for 
example. Would that be true? Anybody know? I have some sugges- 
tions here that there may be 7,500 pharmacies that specialize in 
advanced compounding, 3,000 that provide sterile compounding. 
Are these just large drug stores that we’re talking about, or are 
these large entities or companies that fill prescriptions, that do ad- 
vanced sterile compounding and still fill prescriptions? How many 
are we talking about here? 

Mr. Miller. Senator, thank you. I can answer that. Those statis- 
tics actually come from the International Academy of Compounding 
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Pharmacists. The 7,500 and 3,000 you’ve heard mentioned are ac- 
tually our statistics. 

There are compounding pharmacies, sterile compounding phar- 
macies, in the State of Tennessee, actually, quite a few of them. 
Some are large. Some are relatively small. One of the things I don’t 
want us to get too hung up on is the issue of size, because size does 
not necessarily mean that you’re a manufacturer. It’s actually what 
you do — Senator Harkin, to what I was saying before. 

Senator Alexander. There might be 40 or 50 in Tennessee, 
roughly. We’re usually 2 percent of everything, so if there are 3,000 
sterile manufacturers, there might be 40, 50 or 60 of varying sizes. 
Is that right? 

Mr. Miller. Sterile compounding pharmacies, not manufactur- 
ers. 

Senator Alexander. Sterile compounding pharmacies. 

Mr. Miller. Yes, sir. What we have to recognize is they may be 
part of a hospital. They may be part of a home infusion company 
that specializes in outpatient, a nursing home, long-term care, or 
it could be affiliated with one of our major chains. It could be a 
standalone, community-based pharmacy. 

Senator Alexander. These are the ones we’re talking about here. 
We’re not talking about the 1,000 pharmacies that are doing tradi- 
tional compounding, or we’re not talking about manufacturers who 
are selling in bulk. We’re talking about, in my State, maybe 40, 50, 
or 60 entities of various sizes which are compounding pharmacies, 
some of them doing sterile work. 

Mr. Miller. Actually, you have more than that in terms of 
compounding, in general. That estimate for sterile compounding in 
your State — I would say that’s extremely accurate. Those are the 
pharmacies we would want to make sure are identified by your 
State. 

Senator Alexander. That’s where the potential trouble is, inso- 
far as this incident is concerned. Is that right? 

Mr. Miller. My hesitation isn’t because I don’t agree. I’m con- 
cerned that that may be too narrow of an interpretation. 

Senator Alexander. Let me ask it this way, then. The trouble 
is the lack of clarity about who’s on the flagpole. 

Mr. Miller. Yes, sir. 

Senator Alexander. If I can understand — let’s just narrow it 
down to these, let’s say, 50 advanced compounding facilities in Ten- 
nessee. That gets rid of most of the drug stores in Tennessee, and 
it gets rid of all the manufacturers. We’re talking about 50. How 
do we decide who regulates those 50? Does the State board of phar- 
macy do it, or does the FDA do it? 

Mr. Miller. Right now? 

Senator Alexander. Well, no. How should it be? How should it 
be going forward? 

Mr. Miller. To identify them, I would send the State board of 
pharmacy in to inspect all of them. That State board inspector 
should be able to determine is this pharmacy a pharmacy, or is this 
pharmacy actually engaged in manufacturing. 

Senator Alexander. What if they’re as incompetent as the State 
Board of Pharmacy of Massachusetts seemed to be over the last 10 
years? 
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Mr. Miller. Then we have a very significant prohlem. Fortu- 
nately, that doesn’t seem to he the case in most States. One of the 
recommendations our organization has at the State level is we need 
to adequately fund our boards and provide them with inspectors 
who are trained and kept up-to-date so they can go in and review 
a pharmacy so that we can identify and prevent an NECC 

Senator Alexander. I interrupted you. You were saying you 
would send the State board of pharmacy in to decide, first, are they 
pharmacies, or are they manufacturers? 

Mr. Miller. That’s correct. 

Senator Alexander. Then what? 

Mr. Miller. If they are identified as being a manufacturer out- 
side of the practice of pharmacy and the rules and regulations 
within the State, the State board has the ability to shut them 
down, discipline them, revoke their license, suspend it, if they be- 
lieve — the State board, just as Colorado did with NECC — if they 
identify that pharmacy as a manufacturer, they can cross-file that 
complaint, specifically, with the FDA, who has the ability to shut 
down an illegal manufacturer. 

Senator Alexander. Yes. 

Mr. Miller. So it’s a combination of both 

Senator Alexander. Well, this is helping me. Sometimes when 
we get these large, difficult questions, getting it down to a quantifi- 
able level helps. We’re really talking about, in a State like ours, 
what to do about 30, 40 or 50 institutions. How do we identify 
them, and then how do we regulate them. If we don’t trust the 
State in every case, or don’t trust the FDA in every case — I would 
trust the Tennessee Board more than I’d trust the FDA to identify 
them, to tell you the truth, based on what I’ve heard today. But 
not Massachusetts. 

So there we have the dilemma. I suppose with that smaller num- 
ber, you could allow the FDA to go in and make its own judgment 
about whether they’re manufacturers or not. If they are, regulate 
them. You’re saying have the State board go in and decide it. 

Mr. Miller. Senator, first off, the FDA can go into those facili- 
ties, those pharmacies, at any time. No question about that. If we 
wish to, from a policy standpoint, require that the FDA inspect all 
potentially identified sterile compounding pharmacies, that’s a deci- 
sion we could make as a policy. 

Senator Alexander. That wouldn’t be so many that it would be 
an overwhelming number, would it? Or would it? 

Mr. Miller. I can’t answer that for the FDA. My biggest concern 
would be 

Senator Alexander. We’re just talking about identification. 

Mr. Miller. Yes. The agency would need to not only identify 
them, but also then deal with the fact that each State has con- 
flicting compounding guidelines. For example, in the State of Ten- 
nessee, your board of pharmacy said clearly to all licensees in Jan- 
uary, “No non-patient-specific prescriptions in our State.” Other 
States do permit that. 

Senator Alexander. Why is that? 

Mr. Miller. Why is that? Because the individual State board of 
pharmacy makes a decision as to what is needed and how it needs 
to be regulated to protect the citizens within their State. 
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Senator Alexander. Well, I’m running a little bit over my time 
here, Senator Harkin. It helps us, in terms of developing a policy 
to solve the problem looking forward, to narrow it down to the 
number of entities we’re talking about. Perhaps we could agree to 
exclude manufacturers and people who are illegally manufacturing. 
They’re just illegally manufacturing. And then traditional 
compounding, we understand, exists. 

To identify the number of entities that fall into this gray area, 
how do we identify them, and then how do we regulate them? One 
of the things I’m experimenting with in my mind is an idea for 
these areas, such as sterile compounding, that sort of area, where 
the FDA may have standards, and actually certify a State to han- 
dle that narrow area of compounding and be able to take it away. 

For example, in the case of Massachusetts, had there been such 
a structure existing, based upon what we’ve heard today, I would 
say if the FDA had the authority, it should jerk the ability of Mas- 
sachusetts to deal with these sorts of entities at least until Massa- 
chusetts cleaned up its act. On the other hand, it should give Ten- 
nessee an award for working with the CDC to move quickly to 
eliminate the spread. 

Anything you could submit to the committee, to the chairman. 
Senator Enzi, Senator Roberts, those of us who are interested, 
identifying exactly the number of entities we’re dealing with and 
a practical way for identifying, with the end result being that we 
have some agency clearly on the flagpole, so when we come up here 
6 months from now, we don’t have one saying, “Yes, I had responsi- 
bility,” and the other one saying, “Well, I had some, too” — I want 
one to say, “It was my fault, my job, my responsibility,” or the 
other one saying, “No, that’s my fault,” just as the head of the CDC 
said when I asked her — I said, “Whose job was it to let the world 
know what happened?” She said, “That was my job.” 

The Chairman. Thank you. Senator Alexander. We’re preparing 
this letter, as I mentioned earlier, to go out to all the State boards 
of pharmacy. Please take a good look at that, and if you’ve got 
some suggestions for other things that you might want to go into 
that letter, please let us know. I’d like to get it out as soon as pos- 
sible. 

Senator Alexander. Good. I’ll look at it today. 

The Chairman. Some of the things you brought up may not be 
in there, and I want to have you take a look at that to see if we 
need to put 

Senator Alexander. Thank you. Good. 

The Chairman. I appreciate that very much. 

I just wanted to ask Dr. Thompson — I read through your testi- 
mony yesterday, and I’ll just refer to it again, just reviewing it. I 
know you’re saying that hospitals and large entities like that can’t 
really ensure the inspections to make sure that they’re getting the 
right kind of products that are sterile and everything like that. 

It seems to me if hospitals are outsourcing compounding, can’t 
they take steps to ensure that they’re buying from suppliers who 
utilize sterile practices? It seems like — don’t take this wrong, but 
it seems like in your testimony you’re shoving it all off on the 
compounding pharmacies. Don’t the hospitals also, especially large 
entities, have a responsibility? Can’t they take steps to ensure who 
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they’re buying from and that they’re meeting good manufacturing 
practices? 

Mr. Thompson. Yes, sir, and I believe that many of them do. 
They verify that they’re licensed by the State board of pharmacy. 
They look to see whether or not they’re registered with the FDA 
as a manufacturer, which is a regulatory gray area. I’ve spoken 
with many pharmacists that do go out and visit facilities. 

As you can imagine. Senator Harkin, a small hospital in Iowa 
with 25 beds or less 

The Chairman. Can’t do that, no. 

Mr. Thompson [continuing]. You know, flying to Massachusetts. 
That’s where the challenge comes in. I think many do that. But, 
at the end of the day, they have to be able to count on the regu- 
latory apparatus, whether it be the State or the FDA, to do their 
part. We don’t inspect Pfizer to make sure that their products — so 
that’s sort of the point I was trying to make. 

The Chairman. I understand a small hospital in Tennessee or 
Iowa can’t do that. There are some big hospital chains, and they 
buy a lot of product. A lot of the smaller hospitals would rely upon 
their ability to make sure that from whom they’re buying is prac- 
ticing good manufacturing practices. 

Mr. Thompson. Oh, sure, absolutely. Many of them do that. I’ve 
spoken with many hospital pharmacists that go out and look at 
compounding pharmacies. It gets a little difficult when they go into 
these manufacturing operations, because that’s sort of a different 
type of expertise — that somebody needs to inspect a manufacturer. 
But many of them do that, to your point. 

The Chairman. I also want to again say forthrightly about 
compounding products that we think a lot about it as meeting spe- 
cific needs of individuals. It has to be prescription-based, rather 
than just producing mass products. Compounding pharmacies also 
fill a real niche in our society for meeting a drug shortage that 
might happen at some time. They can step in and do things right 
away and help us meet certain drug shortages. That’s just another 
valuable service that they provide. 

Dr. Kainer, I didn’t ask you any questions, but, again, more than 
anything, you illustrate the diligence and the professionalism of 
our public health professionals in the United States and the close 
cooperation between the State departments of health and the CDC. 
To me — and I have looked at different health systems around the 
world — our public health system in this country, in terms of pre- 
vention and in terms of immediate diagnosis — that’s the wrong 
word — immediately finding things that are happening — detection 
and response, beats anything anywhere in the world. 

We have to make sure that we continue to have adequate fund- 
ing so that we employ and hire the best possible epidemiologists 
and other professionals. You exemplify that, and I appreciate it 
very, very much. 

Mr. Miller, thank you very much. The two responses that I liked 
hearing from you today were. No. 1, on the clarification on 503A, 
and in response to Senator Roberts that your association will, in- 
deed, work with us as opposed to what happened a few years ago. 

Mr. Miller. Absolutely, Senator. 

The Chairman. That’s good news. 



86 


Senator Alexander. Mr. Chairman. 

The Chairman. Yes. 

Senator Alexander. Mr. Chairman, something you said, might 
provide an opportunity for Dr. Kainer to respond. I thought you 
made a very good point. The hospitals and the clinics and the phy- 
sicians, particularly after this, who buy compounded medicines will 
be on alert. Maybe there’s something else that the CDC or its asso- 
ciates could do to create a warning system. 

For example, was there anything that went on over the last 10 
years that we’ve heard about in Massachusetts with the New Eng- 
land Compounding Center that could have been put up as a yellow 
flag that a hospital, like the Saint Thomas pain clinic might have 
known about before they bought that, just by checking the inter- 
net? 

Is there a system like that. Dr. Kainer? I thought Senator Mar- 
kin’s question was a very good one. 

The Chairman. That’s interesting. 

Dr. Kainer. I’m not specifically aware of such a system that oc- 
curs right now that is in the public, specifically on identifying or 
having a warning signal for a hospital. They have the 483 inspec- 
tion reports that people can do. It’s not necessarily user-friendly or 
easy for hospitals. 

If I may add, many of the physicians who ordered these medica- 
tions did not realize that they were ordering from a compounding 
pharmacy. They actually thought that they were purchasing things 
from a manufacturer. Alerting clinicians as to what is the dif- 
ference between a compounding pharmacy and a drug manufac- 
turer, what’s the difference between a generic medication versus a 
brand name medication, and compounded products are not the 
same. 

There’s a lot of confusion among those providers. Perhaps there’s 
an opportunity here to educate the providers that there is a dif- 
ference between compounded products and manufactured products. 

The Chairman. That’s very interesting. We should pursue that, 
too. I was just told by my staff that many of the documents that 
came out of the board in Massachusetts were not public. There was 
no way for anybody out there, a hospital or someone, to know that 
there were these indications. Maybe that’s something else we 
should look at. 

Is there anything else that any of you want to impart to the com- 
mittee at all before we close it down? No? 

Thank you all very, very much, each of you, for your diligence, 
for being here, for adding to our deliberations. You can sense that 
this is truly a bipartisan effort. This committee will forge ahead in 
developing legislation, and, toward that end, we again seek your 
input and your advice and work with you to develop this legisla- 
tion. Hopefully, we’ll have something soon next year that we’ll be 
able to move ahead on and put this sad chapter behind us. 

Thank you all very much. I request that the record stay open for 
10 days to allow Senators to submit statements and questions for 
the record. 

With that, the committee will stand adjourned. Thank you all 
very much. 

[Additional material follows.] 
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ADDITIONAL MATERIAL 
Prepared Statement of Senator Casey 

Chairman Harkin, Ranking Member Enzi, I would like to thank 
you for convening this investigative hearing. As members of the 
Health, Education, Labor, and Pensions Committee, many from 
States affected by this terrible tragedy, I believe we have a duty 
to exercise our investigative and oversight authority, and to make 
sure that we take every step possible to ensure that a tragedy like 
the ongoing meningitis outbreak does not happen again. 

Like you, I am deeply disturbed by the long history of problems 
at the New England Compounding Center, and concerned that it 
took an event of this magnitude, with over 400 people infected with 
a potentially lethal strain of meningitis and over 30 having suc- 
cumbed to its effects, to alert us to the dangers of this company’s 
practices. 

In the face of this crisis, Pennsylvania has seen only one case, 
compared to dozens of cases in the home States of some of my col- 
leagues on the committee. This outbreak has alerted us all to the 
dangers to public health posed by bad actors in the pharmacy 
compounding arena. 

I know there are many good compounding pharmacists, and I 
recognize the important role they play in ensuring that patients 
have access to the drugs they need, when they need them, and in 
the right form. Something went wrong at NECC, and now over 30 
people are dead as a result. We are here to learn what led to this 
situation, and what we need to do to ensure it never happens 
again. 

There are many questions we have yet to answer, and we are not 
sure what the best path forward will be. It is clear that NECC was 
operating outside the bounds of Eederal and State law. Do we need 
greater Eederal oversight of compounding pharmacies? Do we need 
to require the EDA to work more closely with State boards of phar- 
macy, and improve their communication? How have the split dis- 
trict court decisions affected the EDA’s ability to take action with 
regard to compounding pharmacies? 

There appears to be a lot of confusion surrounding the regulation 
and oversight of these larger compounding pharmacies that operate 
in the middle ground between traditional, small-scale compounding 
pharmacies and large manufacturers. I believe that everyone would 
benefit by reexamining current Eederal law and reevaluating 
whether our existing regulatory system is appropriate for an indus- 
try that is changing and addressing new challenges in our health 
care system. I know that this issue has been contentious in the 
past, and I hope that all of the interested parties will come to- 
gether in good faith to protect the public from future tragedies. 

I look forward to hearing from our witnesses, I thank them for 
sharing their expertise, and I thank Chairman Harkin and Rank- 
ing Member Enzi for their commitment to protecting the public 
from harm. I look forward to working with the other members of 
the committee to clarify the law as it pertains to compounding 
pharmacists. 
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Prepared Statement of John J. Dreyzehner, M.D., MPH, FACOEM, 
Commissioner, Tennessee Department of Health, Nashville, TN 

Please accept my sincere appreciation for your investigation into a matter that 
has, regrettably, impacted thousands of Americans. Our concerns and prayers for 
the patients, families and loved ones affected by this preventable tragedy are con- 
tinuing. On behalf of those who have died or suffered physical and mental anguish, 
and their families and friends who have also endured loss and anxiety, I thank you 
for your work and assure you the Tennessee Department of Health is firmly com- 
mitted to working with you, our State legislators, the healthcare community and 
other stakeholders to take this clear opportunity to do all we can to assure this 
never occurs again. 

As you know, healthcare and public health professionals in Tennessee were the 
first in the Nation to detect, investigate and understand what had gone horribly 
wrong in our clinics as a result of a compounding pharmacy that now appears to 
have been acting as a manufacturer in another State. Our investigation began Tues- 
day, September 18, when an astute clinician provided the first indication of some- 
thing unusual in a patient’s presentation and subsequent laboratory evaluation. The 
finding of fungal meningitis launched a rapid investigation that soon identified con- 
taminated methylprednisolone acetate (MPA) from the New England Compounding 
Center in Massachusetts as the cause of an outbreak of meningitis, stroke and 
death for patients who had received epidural steroid injections with the egregiously 
tainted product at three facilities in our State. 

I am proud of the work done in Tennessee to expeditiously identify the contami- 
nated medication which within 8 days of that first report September 18th sparked 
a national recall of the three contaminated lots of MPA. I am equally proud of work 
by the Tennessee Department of Health, our central and local health department 
teams and our many healthcare partners to rapidly find, reach out and provide close 
assistance and regular contacts to more than 1,000 at risk individuals and their 
families. I’m also proud of the cooperation among many States in addressing this 
most serious outbreak. None the less, because this whole tragic episode was pre- 
ventable, I am not just saddened by the occurrence, I am angered. 

This does not appear merely to have been an unfortunate lapse or error in phar- 
macy judgment or practice. It appears to have been a cascade of increasingly serious 
and obvious omissions and commissions that were persistently not addressed for 
reasons currently unknown. The people who compounded these medications knew 
they were being relied upon to be sterile by patients and clinicians — real people who 
trusted them. This was a blatant disregard for health and safety by pharmacists 
who should understand the potential consequences of the final catastrophic failure 
that ultimately occurred. This was, at root, a fundamental breach of an ethical duty 
and sacred obligation by the New England Compounding Center to first, do no 
harm. 

As a physician, my colleagues and I rely on a long-standing foundation of trust 
and confidence in the drugs we administer to patients, believing these materials are 
safe and effective and will help, not hurt, an individual. I’ve talked with doctors who 
unknowingly administered contaminated NECC products to the people they were 
trying to help, and the impact to them is devastating. The men and women in the 
medical community who trusted NECC products are among the victims in this trag- 
edy. We are angered by a few who failed to uphold the integrity of critical processes, 
protocols and procedures, resulting in harm to those we have pledged not to harm. 

I turn now to the committee’s specific questions. It is important to retain the abil- 
ity to compound medication. Compounding pharmacies play a vital role in the prac- 
tice of medicine. While the national attention has focused on major compounding op- 
erations, most family pharmacists across America are occasional compounding phar- 
macists, attested to by the mortar and pestle that are symbols of pharmacy practice. 
These pharmacists help patients who need smaller doses or different forms or for- 
mulations of medications than may be readily available from manufacturers. Chil- 
dren may need medication in a different form to use it. If a child cannot swallow 
a pill, for example, he or she may need a liquid. Similar considerations apply to hos- 
pice patients who may be unable to receive medication by its traditional route. Der- 
matologists often prescribe compounded products because of the unavailability of 
certain drug combinations; others are allergic to dyes and preservatives used in 
medications they need. 

It is vital to preserve this traditional compounding, maintaining the value pro- 
vided to patients, but we must make sure manufacturing of pharmaceuticals is not 
done under the guise of drug compounding. 

Tennessee’s laws and regulations, as do most States, provide that the practice of 
pharmacy includes compounding. In Tennessee, there is not a separate license for 
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pharmacies who do drug compounding; therefore Tennessee regulates pharmacies 
under its general pharmacy laws and regulations. It is important to note Tennessee 
also has a similar license category that encompasses and regulates manufacturers/ 
wholesalers/ distributors of drugs. The same regulations apply to out-of-state phar- 
macies, although we necessarily must rely upon the pharmacy’s home State and/or 
Federal entities to inspect and provide “on the ground” regulation. There is always 
room for improvement. Attention to both regulatory and industry standards are nec- 
essary, complimented by a robust and adequately resourced regulatory effort to 
achieve these improvements. We are actively reviewing our own processes — and in 
partnership with our Boards, including our Board of Pharmacy, professional associa- 
tions and other stakeholders — we are considering how we can improve our own reg- 
ulatory posture, efficiency and effectiveness in Tennessee to assure the safety of pa- 
tients and the confidence of our public, as well of the people outside our borders 
who rely on us to regulate their suppliers. 

We understand in this situation we can be vulnerable to over-reacting but at the 
same time we do not want to do too little. Clearly the status quo is not acceptable. 
While our State is also a victim of these bad actors in another jurisdiction, that does 
not relieve us of our responsibility to look at our own processes with a critical eye 
and make them better. When events like this contaminated medication tragedy 
occur or when we identify a “near miss” we must take the opportunity to see how 
we can prevent a similar event from occurring again. We are committed to doing 
just that. In my 15 months as Commissioner of Health in Tennessee and more than 
two decades in public health, the need to do so has never been more clear. 

As an example, we acquire information about non-resident compounding phar- 
macies from the pharmacy’s home State through reciprocity. We could require more 
information be provided with respect to a pharmacy’s operation, so we can more 
readily identify issues which require investigation or action by State re^lators. We 
also believe information can be collected that will help draw a distinction between 
traditional compounding and mass-compounding pharmacies. Our review of these 
issues has led us to believe the factors which the FDA stated it would consider in 
determining when it would take enforcement action are generally appropriate. We 
believe a regulating body should: 

• Determine whether the pharmacy is compounding drugs in response to or an- 
ticipation of receiving prescriptions for individual patients. 

• Determine whether the pharmacy is compounding drugs that were withdrawn 
or removed from the market for safety reasons; 

• Determine whether the pharmacy is compounding finished drugs from bulk ac- 
tive ingredients that are not components of FDA approved drugs; 

• Determine whether the pharmacy is receiving, storing, or using drug substances 
without first obtaining written assurance from the supplier that each lot of the drug 
substance was made in an FDA-registered facility; and for substances intended for 
sterile compounding, is sterile upon receipt. 

• Determine whether the pharmacy is receiving, storing, or using drug compo- 
nents not guaranteed or otherwise determined to meet official compendia require- 
ments; 

• Determine whether the pharmacy is using commercial scale manufacturing or 
testing equipment for compounding drug products; 

• Determine whether the pharmacy is compounding drugs for third parties who 
resell to individual patients or offering compounded drug products at wholesale to 
other State licensed persons or commercial entities for resale; and 

• Determine whether the pharmacy is compounding drug products that are com- 
mercially available or that are essentially copies of commercially available FDA-ap- 
proved drug products. 

We don’t believe any adverse event reporting requirement that exists will capture 
every occurrence that could lead to harm. Additionally, some errors are not easily 
detected and therefore not likely to be identified or reported. In the subject out- 
break, the fungal meningitis, was not a reportable disease and may have gone unde- 
tected as an adverse medication event had we not had robust and trusting relation- 
ships with healthcare professionals through our CDC funded healthcare associated 
infection team and the astute clinicians and scientists that identified a concerning 
occurrence. In this same case, strokes occurred that were not initially recognized as 
being linked to the injection of tainted epidural steroids. 

We believe it is important for the Federal Government to respond to this issue 
because many drugs are introduced into interstate commerce, and it is the proper 
role of the Federal oversight agencies to regulate these drugs and those producing 
the drugs. In addition to appropriate Federal regulation, however, the Tennessee 
Department of Health would like to take this opportunity to stress the importance 
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of our State-Federal partnerships. The capacity building funding for emergency pre- 
paredness and training has ensured our ability to marshal resources, particularly 
people and expertise, to respond correctly and rapidly and to be able to mount a 
surge of effort in an emergency situation. The prior existence and availability of 
those resources and excellent communication with Federal partners in this outbreak 
made a significant difference in the speed and thoroughness of our response. It is 
crucial these resources remain available to the States for any such future event of 
public health significance. 

In summation, the Tennessee Department of Health is supportive of strength- 
ening the regulatory process for compounding pharmacies through fact-based initia- 
tives that ensure what happened at New England Compounding Center will not 
happen again. Compounding pharmacies have provided safe, reliable medications for 
many years, and we shouldn’t allow the aberration of a few to negate the value of 
many who serve admirably. We would also note that regulation is necessary but not 
sufficient to ensure safe and effective medications. We must also rely on the profes- 
sionals who do the work every day to keep their sacred obligations to the patients 
and clinicians they serve in the forefront at all times. We encourage the committee 
to make sure existing laws and regulatory practices are rigorously enforced, and to 
consider any additional authorities deemed necessary to ensure all Americans that 
the drugs they receive through interstate commerce meet all applicable quality 
standards including safety and effectiveness. 

Thank you for your work in this critical area. 


State of Tennessee, Department of Health, 
Bureau Of Health Licensure and Regulation, 
Division of Health Related Boards, 

Nashville, TN 37243. 


Hon. Lamar Alexander, 

U.S. Senate, 

Washington, DC 20510. 

Senator Alexander: I wanted to thank you for the opportunity to submit testi- 
mony for the upcoming hearings related to compounding pharmacy. The magnitude 
of the fungal meningitis outbreak has reinforced the need to improve regulation of 
facilities performing high volume sterile product preparation, both pharmacies and 
manufacturers. My answers to the questions posed are delineated below. 

Question 1. What is the appropriate role of compounding pharmacies in providing 
medicines to patients? 

Answer 1. Compounding is a cornerstone of the practice of pharmacy. 
Compounding pharmacists prepare custom medicines for patients who may be aller- 
gic to a particular ingredient, require a smaller (or larger) dose, or need specialized 
or rare pharmaceuticals. Compounding has traditionally been limited to these sorts 
of activities. Compounding requires a high level of pharmacological expertise, as 
well as close coordination with other health care providers and patients. However, 
in recent years the practice of compounding has been expanded to include the large- 
scale repackaging, mixing, and fabrication of drugs. This practice, which under cer- 
tain circumstances could be considered “drug manufacturing,” varies from the tradi- 
tional practice of compounding. A complex set of factors has led to the rise of this 
practice, and it is therefore difficult to lay the blame at the feet of any party. While 
these sorts of organizations have played a valuable role in ensuring the stability of 
our drug supply, steps should be taken to ensure the continued existence of tradi- 
tional pharmacy compounding. 

Question 2. What is Tennessee’s experience with licensing, regulating, and over- 
seeing in-state compounding pharmacies operating within Tennessee’s borders? Out- 
of-state compounding pharmacies? Are there areas that need improvement? 

Answer 2. Tennessee law recognizes that compounding is an integral part of the 
practice of pharmacy. Compounding pharmacies in Tennessee are regulated under 
the same standards applied to retail pharmacies; there are not distinct licenses for 
each type of practice. Periodic inspections are carried out by pharmacist investiga- 
tors to ensure compliance in all areas of pharmacy practice, including compounding. 

Out-of-state compounders are judged by the same standards as out-of-state retail 
pharmacies. The same regulations apply to each, but we have to rely upon regu- 
lators in each pharmacy’s home State to inspect and ensure that out-of-state phar- 
macies comply with the law. It would not be practical to inspect all out-of-state 
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pharmacies that hold Tennessee licenses, nor would it be practical to inspect all 
drug products shipped into the State from out-of-state pharmacies. 

Specific legislation targeted at sterile compounding practices, as well as legisla- 
tion or regulation that makes a distinction between traditional compounders and 
manufacturers are two areas to consider. Additional resources could also be helpful. 

Question 3. Where do you obtain information about non-resident compounding 
pharmacies? What solutions would you recommend to improve the availability and 
understanding of that information? 

Answer 3. We acquire information about non-resident compounding pharmacies 
from regulators in each pharmacy’s home State. We could require that more infor- 
mation be provided with respect to a pharmacy’s operation, so that we could readily 
see if there are issues which require investigation or action by State regulators. We 
could also increase our cooperation and information sharing with Federal entities 
such as FDA and DEA when the regulatory boundaries blend or crossover. 

Question 4. Is there a way to draw a distinction between traditional compounding 
pharmacies and mass-compounding pharmacies similar to what NECC was doing? 

Answer 4. The FDA uses several factors to differentiate between traditional 
compounding and NECC-type operations. These factors are very helpful in drawing 
this distinction, and are set out below: 

• Determine whether the pharmacy is compounding drugs in anticipation of re- 
ceiving prescriptions, except in limited quantities; 

• Determine whether the pharmacy is compounding drugs that were withdrawn 
or removed from the market for safety reasons; 

• Determine whether the pharmacy is compounding finished drugs from bulk ac- 
tive ingredients that are not components of FDA approved drugs; 

• Determine whether the pharmacy is receiving, storing, or using drug substances 
without first obtaining written assurance from the supplier that each lot of the drug 
substance was made in an FDA-registered facility; 

• Determine whether the pharmacy is receiving, storing, or using drug compo- 
nents not guaranteed or otherwise determined to meet official compendia require- 
ments; 

• Determine whether the pharmacy is using commercial scale manufacturing or 
testing equipment for compounding drug products; 

• Determine whether the pharmacy is compounding drugs for third parties who 
resell to individual patients or offering compounded drug products at wholesale to 
other State licensed persons or commercial entities for resale; and 

• Determine whether the pharmacy is compounding drug products that are com- 
mercially available or that are essentially copies of commercially available FDA-ap- 
proved drug products. 

Question 5. How do Tennessee providers using an out-of-state compounding phar- 
macy evaluate and determine to use that pharmacy? 

Answer 5. This aspect is part of the practice of medicine in Tennessee. It is the 
facility or provider’s ultimate choice to pick a supplier. 

Question 6. Do you believe that existing adverse event reporting is adequate to 
capture any event that may occur as the result of a compounded prescription drug? 

Answer 6. It is difficult to determine what sort of adverse event reporting struc- 
ture could have prevented this tragedy. It is hard to develop event reporting re- 
quirements that cover enough ground, but aren’t overly burdensome to our health 
care providers. Given the rapidly changing nature of the healthcare and pharma- 
ceutical industries, event reporting criteria would likely need to be constantly up- 
dated. While it is important that health care providers report adverse events to the 
appropriate bodies, it also ensures that the regulators have the necessary tools to 
work with the private sector in the event of an emergency. 

Question 7. Do you think there should be a Federal response to clarify how 
compounding pharmacies are regulated in light of the actions of NECC? 

Answer 7. Yes, clarification is highly important as it pertains to the differentia- 
tion between manufacturing and compounding pharmacy and the resulting 
variances in regulation. Federal leadership would also be beneficial to develop com- 
munication channels that will increase transparency and facilitate interstate and 
interagency information exchange, resulting in more informed regulation by indi- 
vidual States or regulating bodies. 
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Thank you for your willingness to take on the daunting task of regulatory reform. 
With thoughtful input from a variety of sources, we are more likely to find a fitting 
solution to the challenges that we face. 

Sincerely, 

Andrew C. Holt, Pharm.D., 
Executive Director, 
Tennessee Board of Pharmacy. 


Prepared Statement of Craig Becker, President, Tennessee Hospital 
Association (THA), Nashville, TN 

On behalf of the Tennessee Hospital Association and its member hospitals, I 
would like to thank Senator Alexander for the opportunity to comment on the recent 
meningitis outbreak in Tennessee and the impact on the patients we serve. It is my 
intention to provide the Health, Education, Labor, and Pensions (HELP) Committee 
with a chronological description of events, the role of THA and finally with lessons 
learned from this tragedy. 

First and foremost, THA and its members’ primary concern is over the health of 
the patients impacted by this tragedy. Once the problem had been identified by the 
Tennessee Department of Health (TDH) and the Center for Disease Control (CDC), 
THA members stopped using the tainted product. Once the cause of the outbreak 
and a course of action had been determined, THA and its members took every ap- 
propriate action to deal with this unprecedented crisis. 

We hope and pray that there never will be another incident like this, but we feel 
the systems in place to notify members, pull the tainted product off the shelves and 
treat the infected patients, worked. We cannot thank enough the TDH, Commis- 
sioner John Dreyzehner, M.D., MPH, Marion Kainer, M.D., MPH, Director, 
Healthcare Associated Infections and Antimicrobial Resistance program and the rest 
of the TDH staff for its prompt actions and for its succinct directions to the provider 
community. 

THA’s role in this event was primarily to act as a conduit for information to our 
members and non-members alike, as it was made available from the TDH and other 
Federal agencies. THA has a data base of all key administrative and clinical people 
in Tennessee’s hospitals. At various times, at the direction of the TDH, THA pro- 
vided hospitals, both members and non-members, with critical information about 
the crisis and more important, actionable directions on how to treat, or not treat 
those affected patients. 


chronology 

I believe it would be instructional for the committee to know the chronology of 
events THA has developed from our combined notes and calendars. It should be un- 
derstood this is based on THA material and not others, who may differ with our 
view. 

September 18, 2012 — Dr. April Pettit, an infectious disease specialist at Vander- 
bilt University Medical Center, treats the first (index) case, realizing this type of 
spinal meningitis was extremely rare. Dr. Pettit alerted TDH to the potential prob- 
lem. Dr. Kainer immediately implements surveillance procedures to determine if 
there were other cases. 

September 20, 2012 — TDH identifies two other possible cases. Dr. Kainer noti- 
fies CDC. 

September 24, 2012 — ^After surveying the clinic where the outbreak had oc- 
curred, TDH traces tainted product back to New England Compounding Center 
(NECC) and requests from Massachusetts Department of Health (MDH) a distribu- 
tion list of all products shipped to Tennessee. 

September 25, 2012 — Tracing records back, TDH determines “Clinic A” as the 
likely location for several of the patients. It should be noted that the provider com- 
munity acted immediately, closing the suspected clinic and totally supported the 
TDH investigation. The clinic identified and gave all patient information to TDH 
and provided full access to clinical records. 

September 26, 2012 — NECC issues a voluntary recall of steroid products. 

September 28, 2012 — CDC declares the problem a multi-state outbreak. 

October 30, 2012 — At the direction of Commissioner Dreyzehner, THA began act- 
ing as a conduit of information to get information to all key staff in hospitals and 
clinics, noting the clear connection to NECC. 
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October 5, 2012 — Federal Drug Administration (FDA) confirms a sealed vial is 
contaminated and issues a national recall and order to cease using NECC products. 

October 8-10, 2012 — THA and TDH work together providing constant timely in- 
formation to providers on findings and treatment recommendations. 

October 15, 2012 — THA hosts a conference call with TDH and key hospital staff. 

October 16, 2012 — THA staff follows up with personal calls to same key staff of 
all hospitals and clinics that received NECC product to be sure the product has been 
pulled from all clinical areas, including crash carts, ambulatory units, etc. 

October 17, 2012 — THA briefs FDA on the situation and requests guidance on 
who our providers should contact, what they should say, what patient prioritization 
(surgery, topical, etc.) should providers use, and guidance on how to deal with the 
pediatric population. FDA took our request under advisement. 

October 18, 2012 — THA, working with TDH, sends out sample notification let- 
ters, which includes guidance from FDA and CDC. Again, THA personally contacts 
those impacted hospitals and clinics. 

October 19, 2012 — THA provides additional information received from TDH on 
media responses, patient letters. This became a burden for hospitals not NECC. 
Also, a flood of “worried well” patients began showing up in hospital ERs. Hospitals 
had to take critical staff away from patient care to staff call centers to field calls 
from the “worried well.” 

October 20, 2012 — To present TDH determines 42 days is the critical time for 
incubation of the disease, and flood of patients begins to ease. THA and TDH con- 
tinue to be in constant contact and alerts are sent as needed. 

LESSONS LEARNED 

As in any crisis, it is always important to review lessons learned to be prepared 
for the future disaster. The following represent the significant findings from THA’s 
perspective. 

1 . The Tennessee Health Alert Network, (THAN), developed after 9/11 was invalu- 
able. Even with THA having an extensive list of key staff, THAN alerted providers 
about the problem much faster than we could have otherwise. 

2. Having a transparent and open line of communication with TDH, THA and the 
provider community was the most important element of dealing with the crisis. Drs. 
Dreyzehner and Kainer are to be commended for keeping in constant contact and 
for being willing to utilize a non-government entity such as THA to transmit accu- 
rate and timely information. We found it discouraging that Federal agencies weren’t 
aware of the role non-governmental entities could play in such an emergency. 

3. There needs to be a better system of contacting smaller ambulatory care and 
physician office settings. Getting the information to them was mostly through the 
media. 

4. Better and timelier guidance from Federal agencies is critical. There were many 
questions around whether or not products such as eye drops should be given priority 
status and what providers should tell patients. It appeared to those of us in the field 
that coordination among agencies was lacking. One suggestion would be to des- 
ignate a lead agency in a crisis like this and to empower the appropriate staffs to 
give out information to providers and their representatives instead of having to “run 
it up the flag pole.” 

5. As a follow up to No. 4, a national spokesperson speaking out on the crisis 
would have been very helpful. In Tennessee, Dr. Dreyzehner was the very effective 
face of the crisis. He was transparent, open and didn’t avoid the tough questions. 

6. This was a supplier issue, not a provider issue. Hospitals, doctors and nurses 
worked on the assumption these drugs were safe; however when the crisis erupted, 
it became their problem, not NECC’s. It would have been helpful for a Federal agen- 
cy to make it clear to the public that it was NECC’s problem, not the provider com- 
munity. In some ways, our doctors and nurses feel as much a victim as our patients. 

CONCLUSION 

This was a tragedy to our patients, to the trust in the safety of our drugs from 
both the provider and patient perspective and to the providers who injected what 
they thought was safe product. I have personally talked with doctors and nurses 
who have said they are devastated by what happened. 

Again, I cannot express enough appreciation to Drs. Dreyzehner and Kainer and 
the entire TDH staff for its support, quick action and openness, all of which no 
doubt saved lives. We have learned from this tragedy and will be better prepared 
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for the next one. It is our greatest hope that hospitals, doctors and nurses can be 
assured we have safe and adequate medications, to serve the American people. 

Thank you for your time and for allowing me to thank those who acted so coura- 
geously in dealing with this outbreak. 


Tennessee Pharmacists Association (TPA), 

Nashville, TN 37219, 

November 15, 2012. 

Hon. Lamar Alexander, 

U.S. Senate, 

455 Dirksen Senate Office Building, 

Washington, DC 20510. 

Re: Response to Request for Testimony Regarding Pharmacy Compounding in Ten- 
nessee 

Dear Senator Alexander: The Tennessee Pharmacists Association appreciates 
the opportunity to submit testimony for the record to the U.S. Senate Health, Edu- 
cation, Labor, and Pensions (HELP) Committee for your November 15, 2012, hear- 
ing entitled “Pharmacy Compounding: Implications of the 2012 Meningitis Out- 
break.” We thank you for your service to the citizens of Tennessee and our country. 

The Tennessee Pharmacists Association (TPA) is a professional organization rep- 
resenting pharmacists, student pharmacists, pharmacy technicians and others inter- 
ested in improving medication use and patient care in Tennessee. TPA members 
provide care in all practice settings, including community pharmacies, hospitals, 
long-term care facilities and other settings. TPA and its members are deeply con- 
cerned about the tragic situation that has occurred as a result of what appears to 
be large-scale manufacturing by a pharmacy in Massachusetts, and we are prepared 
to work with legislators and regulators to assure public safety and access to quality 
medications that meet patients’ needs. We extend our deepest sympathy to patients 
and families affected by this tragic event. 

responses to specific questions 

The questions you posed demonstrate a sincere desire to understand the complex- 
ities of the issue, and Tennessee’s pharmacists appreciate your commitment. Our re- 
sponses are provided after surveying TPA member pharmacists and reviewing their 
responses to the questions. In some instances, responses are provided that are spe- 
cific to hospital/health-system pharmacy practice settings and are so noted. 

To assure a clear understanding of the answers below, we are providing the defi- 
nitions for “compounding” and “manufacturer” found in the Tennessee Pharmacy 
Practice Act, §TCA 63-10-204: 

Compounding 

(4) “Compounding” means the preparation, mixing, assembling, packaging or la- 
beling of a drug or device: 

(A) As the result of a prescription order or initiative based on the prescriber- 
patient-pharmacist relationship in the course of professional practice, 

(B) In anticipation of prescription orders based on routine, regularly observed 
prescribing patterns; or 

(C) For the purpose of, or as an incident to, research, teaching or chemical 
analysis and not for sale or dispensing; 

Manufacturer 

(21) “Manufacturer” means any person, except a pharmacist compounding in the 
normal course of professional practice, engaged in the commercial production, prepa- 
ration, propagation, conversion or processing of a drug, either directly or indirectly, 
by extraction from substances of natural origin or independently by means of chem- 
ical synthesis, or both, and includes any packaging or repackaging of a drug or the 
labeling or relabeling of its container and the promotion and marketing of such 
drugs or devices; 

Question 1. What is the appropriate role of compounding pharmacies in providing 
medicines to patients? 

Answer 1. Compounding has been and continues to be an essential and integral 
part of the profession of pharmacy and was the major component of pharmacy prac- 
tice for many years prior to large-scale pharmaceutical manufacturing. 
Compounding allows pharmacists to meet specific patient medication needs, includ- 
ing veterinary needs. Pharmacists are educated, trained and qualified to provide 
these services for their patients. 
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Generally speaking, compounding of a pharmaceutical product occurs when a par- 
ticular patient has a specific need and the medication dosage form or concentration 
required to treat that need is not available from a commercial manufacturer, or is 
not available due to a shortage. Many patient populations require medications that 
may not be available for a variety of reasons. For example: 

1. Pediatric patients, particularly neonates, may require small dosages or cus- 
tomized dosage forms that aren’t manufactured by an FDA-approved manufacturer. 

2. Geriatric patients may need a dose in an oral liquid that can be administered 
via nasogastric tubes. 

3. Patients undergoing anesthesia, such as women in labor, require medications 
that must be sterile and free of preservatives in order to be safely administered 
through an epidural injection. 

Increasingly, compounded pharmacy products are also purchased to fulfill patient 
needs for prescription drugs that are not available due to manufacturers’ shortages 
or back-order situations. When certain drug products cannot be purchased through 
the routine inventory chains, the critical product may only be available through 
compounding pharmacies. Critical shortages continue to contribute to medication 
safety issues, and compounding pharmacies are often the only source of these 
agents. 

Compounding is a necessary component of the professional practice of all phar- 
macies. Many community pharmacies routinely engage in preparation of non-sterile 
pharmaceuticals. The simple mixing of two commercially manufactured products 
into a new product — such as adding a customized flavoring agent — is compounding, 
as is mixing two creams together. Preparing of any intravenous admixture or cre- 
ating specialty pediatric or geriatric dose formulations is also compounding, in that 
a manufactured product is altered for specific patient needs. All pharmacists must 
have the right to compound and prepare a product for an individual patient need. 

Additional Comments From the Health-System ! Hospital Pharmacy Community 

While not every community pharmacy is equipped for sterile compounding, it is 
a necessary component in the daily routine of every hospital pharmacy. 
Compounding pharmacies provide a significant service to hospital patients. They 
formulate therapeutic and diagnostic products, make noncommercial formulations, 
customized preservative-free and dye-free formulations, and are essential to meet 
the needs created by national pharmaceutical shortages. Compounding pharmacies 
fill a niche with high-risk compounding, such as non-sterile to sterile IV admixtures 
like cardioplegia solutions or IV Continuous Renal Replacement Therapy solutions. 
Most inpatient hospital pharmacies in Tennessee do not have IV rooms that meet 
structural USP 797 regulations, nor the equipment, expertise, or testing processes 
to perform this level of compounding safely. Compounding pharmacies can provide 
this service at an extremely high quality. With the critical shortages of sterile 
injectibles, especially medications that are used in code or emergency situations, 
compounding pharmacies also perform sterile transfer from larger size injectibles to 
the size and dosage form that is readily available. This prevents serious medication 
errors from occurring and prevents delays in emergency therapy. 

Question 2. What is Tennessee’s experience with licensing, regulating, and over- 
seeing in-state compounding pharmacies operating within Tennessee’s borders? Out- 
of-state compounding pharmacies? Are there areas that need improvement? 

Answer 2. The Tennessee Board of Pharmacy has successfully regulated all phar- 
macies providing patient care services in Tennessee, including both hospital- and 
community-based pharmacies that compound. Additionally, the Board of Pharmacy 
regulates manufacturers, wholesalers and distributors located in Tennessee. State 
law requires all Tennessee Board of Pharmacy investigators to be pharmacists li- 
censed in Tennessee. The Tennessee Board of Pharmacy routinely inspects all li- 
censees located in-state to verify compliance with laws, rules and standards of prac- 
tice. 

Tennessee law requires any pharmacy, regardless of whether located in-state or 
out-of-state, providing services to a Tennessee resident to be licensed by the Ten- 
nessee Board of Pharmacy. Regarding out-of-state pharmacies, the Tennessee Board 
of Pharmacy relies on the Boards of Pharmacy in other States for regulation of the 
pharmacies in their respective States. The Tennessee Board does not and cannot 
conduct on-site inspections of out-of-state pharmacies to verify compliance with Ten- 
nessee law and Board regulations. Inspections by out-of-state agencies, if conducted 
at all, may vary widely from State to State, as do State rules and regulations. The 
qualifications of the inspectors in other States may vary as well. 

Inspections of pharmacies by qualified personnel are critical. Visual, on-site in- 
spection of the premises, the culture of the pharmacy staff, and operations are im- 
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portant in assessing the appropriate actions of the pharmacy being inspected. We 
believe all States must have requirements for routine and thorough inspections of 
pharmacies. It is imperative that all Boards of Pharmacy be provided sufficient re- 
sources to employ optimal numbers of pharmacists as inspectors and to provide the 
ongoing training needed by those pharmacist inspectors. 

Question 3. Where do you obtain information about non-resident compounding 
pharmacies? What solutions would you recommend to improve the availability and 
understanding of that information? 

Answer 3. From a regulatory perspective, information on non-resident 
compounding pharmacies comes from the Tennessee Board of Pharmacy or, if infor- 
mation is shared, from the Board of Pharmacy in the State where the pharmacy is 
originally licensed. 

Most information regarding sources of compounded products comes either from 
hospital pharmacy bu 3 dng groups or as “word of mouth” or recommendations from 
colleagues. Marketing materials or advertisements may also be a source of informa- 
tion. Small hospitals would rely heavily on such materials, while larger institutions 
with greater resources at their disposal may conduct on-site visits at out-of-state 
pharmacies. 

Question 4. Is there a way to draw a distinction between traditional compounding 
pharmacies and mass-compounding pharmacies similar to what NECC allegedly was 
doing? 

Answer 4. It is very difficult to definitively differentiate between compounding 
and manufacturing in all circumstances. While it is easy to determine that a tradi- 
tional pharmacy practice providing patient-specific, small-volume services as de- 
scribed in the definition of compounding is “compounding,” the provision of com- 
pounded medications may be of significant volumes and still be compounding as op- 
posed to manufacturing. Manufacturing occurs when individual patient needs are 
not part of the process. Altering drug products in large quantities for resale that 
are not prepared and labeled for specific patient use in the final State is manufac- 
turing. Current State and national laws need to be enforced to protect our citizens. 

Whatever proposals are considered, we believe it is important that State Boards 
of Pharmacy continue to license and regulate traditional compounding, while recog- 
nizing that large-scale production of sterile products that are not for specific pa- 
tients may require oversight by the Food and Drug Administration (FDA) in co- 
operation with State Boards of Pharmacy. A process for better collaboration and co- 
operation between State Boards of Pharmacy and the FDA would be a step forward. 

Question 5. How do Tennessee providers using an out-of-state compounding phar- 
macy evaluate and determine to use that pharmacy? 

Answer 5. The Tennessee Department of Health has an on-line resource that al- 
lows healthcare providers to research the licensure of all entities through a web por- 
tal: http://health.state.tn.us/HCF/Facilities Listings/facilities.htm. 

Pharmacists also use an evaluation tool published by the American Society of 
Health-System Pharmacists. This tool can be located at: http://www.ashpfoundation 
.org/sterileproductstool. 

In addition, pharmacists receive information through hospital bu 3 dng groups and 
from marketing information received. Again, word of mouth or positive rec- 
ommendations by colleagues can have a major influence on selection of out-of-state 
compounding pharmacies. 

Availability and pricing may be considered in these decisions. 

Question 6. Do you believe that existing adverse event reporting is adequate to 
capture any that may occur as the result of a compounded prescription drug? 

Answer 6. The Tennessee Board of Pharmacy rule 1140-03-. 14(14) states: 

“The designated pharmacist in charge shall report to the board any situation 
in which a medical or prescription order has caused serious personal injury or 
death.” 

In Tennessee, reporting of adverse events that occur at this level is not an option 
but a requirement. 

The current national system of voluntary reporting adverse medication reactions 
is probably underutilized for both compounded and manufactured medications. 
While pharmacists support the concept of actively reporting adverse reactions to 
compounded and commercially available preparations, the existing system — FDA 
MedWatch program — is designed in such a manner as to actually impede phar- 
macists’ participation. There needs to be additional collaboration between the FDA 
and compounding pharmacists, so this system can be widely and meaningfully used. 
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Additional Comments From the Health-System ! Hospital Pharmacy Community 
The existing FDA adverse event reporting mechanism commonly referred to as 
MedWatch (https://www.accessdata.fda.gov/scripts/medwatch/medwatch-online.htm) 
is cumbersome and time-consuming. Furthermore, it is an entirely voluntary proc- 
ess. We believe that the vast majority of providers/prescribers are unaware of this 
reporting process. We also believe that many reports are never made due to a fear 
of reprisal. 


Question 7. Do you think there should be a Federal response to clarify how 
compounding pharmacies are regulated in light of other actions of NECC? 

Answer 7. We believe that if NECC had been properly categorized as a manufac- 
turer (instead of a compounding pharmacy), existing regulations as enforced by the 
FDA would have been adequate to prevent this tragedy from taking place. We be- 
lieve there is a need for more stringent oversight and a clearer distinction between 
compounding and manufacturing. The FDA does require clear authority, adequate 
funding and staffing in order to properly inspect and oversee manufacturers of phar- 
maceuticals. 

Unfortunately, there are no laws that will absolutely prevent unethical behavior 
or operations that fall short of recognized standards. Thorough and routine inspec- 
tions by qualified and trained individuals and stringent oversight by regulatory per- 
sonnel are the best approaches to prevent these types of situations. 

TPA remains committed to working with Congress, State legislators, national and 
State regulators, and other stakeholders to address any regulatory gaps that may 
exist and reduce the likelihood of any problems from compounded products in the 
future. 

Please contact me if you have questions or need additional information regarding 
the comments that TPA has submitted. Again, thank you for requesting input from 
pharmacists and other health care professionals in Tennessee. 

Sincerely, 


Baeteena M. Black, D.Ph., 

Executive Director. 


Tennessee Medical Association (TMA), 

Nashville, TN 37212, 

November 14, 2012. 

Hon. Lamar Alexander, 

U.S. Senate, 

455 Dirksen Senate Office Building, 

Washington DC 20510. 

Re: Meningitis Outbreak 

Dear Senator Alexander: Thank you for the opportunity to make comments on 
the recent nationwide meningitis outbreak. First and foremost, our hearts go out to 
the thousands of patients who sought care from physicians for chronic back pain, 
only to later learn that the medication administered was contaminated. Whether the 
patients were diagnosed with fungal meningitis or were fortunate enough not to be 
affected, they all were placed in an unfortunate position that was probably prevent- 
able had there been more oversight of the Massachusetts compounding pharmacy. 

For background purposes, members of the Senate Health, Education, Labor, and 
Pensions Committee should be aware that chronic pain and its treatment has be- 
come an increasingly visible part of medical treatment over the last 20 years. Well- 
educated and appropriately trained physicians will almost always initiate other, less 
aggressive forms of treatment, such as pharmaceutical or physical therapy, before 
initiating spinal injections or even more invasive surgical procedures. A provider 
treating chronic back pain should be somewhat passive when starting spinal injec- 
tions and, if the patient does not get relief, stop the treatment regimen. 

Compounding pharmacies, both local to the State of Tennessee and those that are 
external to the State of Tennessee doing business in our State, are overseen and 
licensed by the Tennessee Board of Pharmacy. Tennessee physicians believe that 
our Pharmacy Board performs these duties with great care and diligence. We have 
no reason to believe that any patient seen and cared for at any of the three centers 
which received the tainted medication here in Tennessee was provided anything but 
the appropriate standard of care. Our pain physicians in the State tell us that they 
do use compounded drugs for those hard to get drugs or for repackaging. Prior to 
this outbreak, the prevailing perception among the physician community in Ten- 
nessee was that compounding pharmacies were as regulated as manufacturing phar- 
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macies and that generally the products they marketed met the necessary quality 
control standards for safety and efficacy. 

We now know differently and believe that Congress can assure the development 
of a transparent and accountable regulatory system, whether that be Federal or on 
a State level, over the production and distribution of compounded drugs. It is our 
understanding that, if the company had been licensed as a manufacturer, they 
would have come under the aegis of the FDA. Regulatory gaps should be filled so 
physicians can once again feel safe about the compounded drugs they order. Should 
Congress determine that the Food and Drug Administration is the proper entity to 
oversee this facet of the health care system, we would ask you to provide the agency 
with the necessary authority and resources to effectively regulate the industry. 

In terms of the adverse event reporting, existing mechanisms are in place to re- 
port adverse outcomes. The elusive component of any reporting system is “recog- 
nizing” an event as adverse and related to a medication, compounded or not. Fortu- 
nately, a very perceptive Vanderbilt physician was able to identify the cause of a 
very bad outcome and reported it immediately to State officials. Once recognized, 
capturing and reporting is reasonably straight-forward. 

Since the outbreak was publicized, we have heard from some individual physi- 
cians specializing in pain care that patients have expressed a real reluctance to un- 
dertake spinal injections. For some, other treatment options may be available but 
for many the injections represent the best long-term hope for relief of their pain. 
Although their reluctance is certainly understandable, such a response limits the op- 
tions available to the treating physician and ultimately will mean less-than-accept- 
able care to the patient. Whatever Congress can do to assure consumers that this 
outbreak represents an opportunity to make real change that will minimize the pos- 
sibility of future reoccurrences would be a significant step forward. 

Thank you again for the opportunity to make comments on this issue. 

Sincerely, 


Wiley Robinson, M.D., FHM, 

President. 


The Commonwealth of Massachusetts, 

Boston, MA 02108-4619, 

January 23, 2013. 

U.S. Senate, 

Committee on Health, Education, Labor, and Pensions, 

Attn: Pamela J. Smith, Staff Director; and 
Frank J. Macchiarola, Republican Staff Director, 

428 Senate Dirksen Office Building, 

Washington, DC 20510-6300. 

Dear Ms. Smith and Me. Macchiarola: Thank you for the opportunity to re- 
spond to your member’s inquiries regarding compounding pharmacy oversight and 
the New England Compounding Center (NECC) — the company primarily responsible 
for the meningitis outbreak that has claimed dozens of lives across the country. As 
the Massachusetts Department of Public Health continues to take aggressive actions 
to protect public safety, our ongoing collaboration with your committee is important 
to ensure that this type of tragedy never happens again. 

In Massachusetts, we have taken significant actions to enhance our regulations, 
increase inspection schedules and hold pharmacies accountable following this tragic 
outbreak. And this month. Governor Patrick filed strong legislation to further in- 
crease oversight of pharmacies, including regulation of out-of-state pharmacies and 
reconstitution of our Board of Pharmacy. As we work to raise standards in Massa- 
chusetts, we urge Congress to act to strengthen Federal oversight to address the 
regulatory grey areas that exist between State and Federal regulation. 

The Department is committed to our continued and close collaboration with the 
committee, the Centers for Disease Control and Prevention (CDC), the U.S. Food 
and Drug Administration (FDA), and other States’ public health officials to inves- 
tigate the exact cause of an outbreak to take the necessary actions to enhance poli- 
cies and adopt best practices both here and across the Nation. 

I welcome the opportunity to continue this work with you, your fellow committee 
members, and the U.S. House Energy and Commerce Committee to address these 
critical needs. 
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Below you will find answers to your specific questions. Please do not hesitate to 
be in touch with me or my staff. We thank you for your continued leadership. 
Sincerely, 


Lauren A. Smith, M.D., MPH, 

Interim Commissioner, 


Question 1. Why did the Massachusetts Board of Pharmacy enter into a weakened 
consent agreement with NECC, even after forwarding the original, stronger consent 
agreement (which included a public reprimand) to the prosecuting attorneys within 
the Department of Public Health? 

Answer 1. These actions were taken in 2006 during a previous Administration 
and are deeply troubling. An extensive file-by-file and e-mail review conducted by 
staff has yet to uncover any documentation, information or communications that 
clearly describe what transpired between the initial consent decree in 2004 and the 
final actions taken by the Board in 2006. 

While NECC bears the primary responsibility for this tragic outbreak, it is appar- 
ent that Board staff displayed poor judgment, missed opportunities and failed to 
take appropriate action to hold NECC accountable. Those individuals who were re- 
sponsible have been removed from their jobs. 

Question 2. Did the Department of Public Health ever consider legal action as an 
alternative to either of the consent agreements? 

Answer 2. As stated above, the lack of documentation related to these decisions 
is troubling. In the absence of such information, we cannot clearly establish the 
array of options that may have been considered. 

Question 3. What steps are you currently undertaking to improve oversight of 
compounding pharmacies in Massachusetts? 

Answer 3. Following my testimony before the committee on November 15, 2012, 
the Commonwealth has taken significant actions to this effect, which I am happy 
to share with you. 

We advanced emergency regulations that went into effect immediately on Novem- 
ber 1, 2012, to enhance our ability to monitor the sterile compounding industry. The 
new regulations require sterile compounding pharmacies in Massachusetts to report, 
for the first time, volume and distribution figures to the State, which will alert the 
Board of any pharmacy that is acting like a manufacturer, which requires an FDA 
license. 

The regulations also require all licensed pharmacies and pharmacists to report to 
the Board when they are the subject of any disciplinary action by any State or Fed- 
eral agency. This will allow the Board to know when other entities have identified 
issues with Massachusetts-licensed pharmacies. ^ 

Nearly 40 pharmacies have been inspected since Governor Patrick directed the 
Board of Pharmacy to begin checks of compounding pharmacies that produce sterile 
injectable medications. These inspections identified problems in several pharmacies 
for which new cease and desist orders have been issued and corrective plans have 
been put into place. 

Other pharmacies that have been inspected have come back with minor defi- 
ciencies that have since been corrected, or are currently being addressed. Unan- 
nounced inspections of compounding pharmacies that produce sterile injectable 
medications will continue until all have been inspected. 

We also announced changes at the Massachusetts Board of Pharmacy, with three 
new members who work across diverse health care settings filling seats on the 
Board. 

In October 2012, the Governor established a Special Commission on Pharmacy 
Compounding as part of the Administration’s comprehensive response to the out- 
break. The Commission met regularly, looking at best practices in other States and 
exploring changes to the law to help address the regulatory gray area surrounding 
compounding pharmacies. A final report was issued on January 4, 2013. 

Building on the recommendations identified by the Commission, on January 4, 
2013 Governor Patrick also announced the filing of legislation to reform the Board 
of Pharmacy and strengthen the Commonwealth’s oversight of the compounding 
pharmacy industry in Massachusetts. Specifically, the legislation: 


1 Please note that the Massachusetts Board of Pharmacy voted on final regulations as de- 
scribed on January 8, 2013. These regulations will become final once published within the Mas- 
sachusetts Register on February 1, 2013. 
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1. Requires a special license for sterile compounding that will enable regulators 
to better track and hold pharmacies accountable for their practices; 

2. For the first time, authorizes the Board to assess fines against Massachusetts- 
licensed pharmacies that violate Board of Pharmacy policies, regulations, or statute; 
and establishes whistleblower protections for pharmacists and pharmacy staff; 

3. Requires licensure for out-of-state pharmacies that deliver and dispense medi- 
cations in the Commonwealth; 

4. Establishes a clear process to restructure and reorganize the composition of the 
Board of Pharmacy, ensuring more balanced representation of background of Board 
members to improve oversight of the industry. The Board will include more mem- 
bers not practicing in the industry they are responsible for regulating. Under the 
legislation, the eleven (11) member Board would be comprised of four pharmacists, 
one pharmacy technician, one nurse, one physician, one quality improvement expert, 
and three public members who have experience in healthcare delivery or consumer 
advocacy. 

Question 4. FDA inspectors released recently a report last week from their recent 
investigation of Ameridose — a company owned and managed by the same families 
as the New England Compounding Center. This report included the following de- 
scription of the conditions they found — I quote: 

“ . . . insects were observed to be located in the unclassified area where fin- 
ished sterile product is packaged and stored. The insects were also located with- 
in approximately 3 to 10 feet of the controlled area where sterile products are 
manufactured. At least one bird was observed flying in the unclassified area 
where sterile finished product is packaged and stored.” 

How do you explain the fact that Ameridose was shipping products all over the 
country that had been manufactured under these circumstances, given the years of 
complaints about both the New England Compounding Center and Ameridose? 

Answer 4. In the course of its licensure in Massachusetts, Ameridose had been 
subject to one complaint, pertaining to potential patent infringement. This issue was 
settled between Ameridose and the complainant. 

During previous licensure inspections. Board staff did not identify any findings 
similar as those witnessed during the joint inspection with the FDA. As soon as we 
learned of these issues, we took action to suspend operations at Ameridose and 
NECC’s other sister companies. The FDA secured a recall of all Ameridose products 
and the company remains closed. 

These events have clearly indicated that the complaints-driven inspection policies 
that were used by Massachusetts and continue to be used by many States are insuf- 
ficient to provide comprehensive oversight to compounding pharmacies. It is impor- 
tant to know how a pharmacy is operating when they are not scheduled for an in- 
spection. That is why Massachusetts now has unannounced inspections of all phar- 
macies compounding sterile injectable substances and we have advanced new regu- 
lations to enhance our inspection schedules. 

Question 5. Many State Boards of Pharmacy rely on the Board of Pharmacy in 
the State where a pharmacy is physically located to conduct inspections, since most 
Boards of Pharmacy do not have the capacity to inspect pharmacies across the coun- 
try. Given the current crisis, how do you think Minnesota’s Board of Pharmacy can 
make sure that a pharmacy in Massachusetts is shipping safe products into Min- 
nesota? Does the current system work? 

Answer 5. As you have pointed out, limited, geographic-bound resources require 
greater, more consistent and streamlined communications between States, as well 
as our Federal partners. Although we have taken great strides to increase oversight 
in Massachusetts, similar progress is needed at the Federal level. The Federal Gov- 
ernment’s role in oversight of interstate commerce is essential to our shared success. 
Likewise, the FDA must fulfill its obligation to ensure that manufacturers declare 
themselves as such and abide by all Federal laws and regulations. In Massachu- 
setts, our Board of Pharmacy has adopted emergency regulations that require every 
pharmacy to report within 7 business days all adverse events relating to the prepa- 
ration of medications in that pharmacy. Additionally, pharmacies in Massachusetts 
are now required to share all disciplinary actions taken by other States and the 
FDA on receipt. While this does not substitute for clear, regular and streamlined 
communications between all parties, I believe these to be important steps forward 
to ensure this never is allowed to happen again. 

As outlined in the Department’s response to Question 3, through the Governor’s 
filed legislative reform, the Board will now have the authority to regulate out-of- 
state compounding pharmacies that ship medications into Massachusetts through 
the development of an out-of-state oversight process. The Board will also gain the 



101 


authority to create an alternate licensure category for pharmacies that pose a higher 
risk to the public, and to levy fines against these licensees where appropriate. Addi- 
tionally, Massachusetts is working with our Commission on compounding phar- 
macies as well as the National Association of Boards of Pharmacy (NABP) to further 
address these issues and make enhancements where necessary. 

Question 6a. In addition to the report from the FDA of infestations of insects, 
vermin, and even a bird in Ameridose’s facility, according to the FDA’s inspection 
report, Ameridose did not adequately test sterility or log complaints from patients 
and reports of adverse events. Can you clarify the requirements of a compounding 
pharmacy in the Commonwealth of Massachusetts regarding sterility testing and 
the reporting of complaints and adverse health events? 

Answer 6a. The Massachusetts Board of Pharmacy regulation 247 CMR 9.01(3) 
requires that “a pharmacist shall observe the standards of the current United States 
Pharmacopoeia.” Briefly, United States Pharmacopoeia (“USP”) requires the fol- 
lowing testing: 

• Viable particle testing must be done every 6 months at a minimum and when 
certifying new equipment, following any servicing of facilities or equipment, and in 
response to issues of compounded sterile preparations (CSPs). 

• Sampling of compounding personnel glove fingertips, at least annually. 

• Media fill test, at least annually. 

• All high-risk level CSPs that are prepared in groups of more than 25 identical 
single dose packages or multi-dose vials must meet sterility tests before they are 
dispensed/administered. (They also have to be tested for bacterial; endotoxins 
(pyrogens)). 

Additionally, the emergency regulation, 247 CMR 6.15(5), adopted on November 
1, 2012 requires pharmacies to attest to compliance with USP <797>. In the Spring 
of 2012, the Board began requiring new pharmacies that engage in sterile 
compounding to complete a USP <797> Gap Analysis. Presently, inspections of phar- 
macies engaged in sterile compounding focus on compliance with USP <797>. 

The emergency regulation, 247 CMR 6.15(6), adopted on November 1, 2012, re- 
quires every pharmacy to report within 7 business days all errors that occur during 
the preparation of medications in that pharmacy, building on previously established 
reporting requirements for medication errors that led to patient harm. 

Question 6b. Had these requirements been fully implemented, would they have 
been sufficient? Does the State have the capacity to enforce these requirements? 

Answer 6b. Massachusetts has the authority to enforce its regulations, which re- 
quire compliance with USP <797> and reporting of adverse events, and to impose 
disciplinary action for any violation of its regulations. 247 CMR 6.15(5);247 CMR 
9.01(3); 247 CMR 10.03. 

Question 6c. Does the State have the capacity to enforce these requirements for 
compounding pharmacies located in other States that are shipping into Massachu- 
setts — for example, the statewide requirement that Minnesota also has on the books 
that sterile products be compounded according to the United States Pharmacopea? 

Answer 6c. The Governor’s proposed legislation introduces an out-of-state licen- 
sure category, currently not in existence in Massachusetts. Through comprehensive 
requirements on all pharmacies that seek to ship medications to the Common- 
wealth, we will gain the authority to enforce requirements in the quality and safety 
of compounding processes. 

Question 7. After reviewing the documents and looking at the timeline, it is clear 
that NECC had multiple violations of Massachusetts pharmacy law. What, in addi- 
tion to the multiple violations and inspection reports, would prompt the Board to 
suspend or revoke a pharmacy license? 

Answer 7. Under my leadership, the Board and DPH will continue to act swiftly 
to hold pharmacies and pharmacists sufficiently responsible for their actions. While 
I was not at the Department during the deliberations around NECC’s 2006 consent 
agreement, it is my position that the action was insufficient given the severity and 
volume of deficiencies from their initial licensure in 1998 through 2004. Since we 
learned of this crisis, we secured suspension of operations at NECC and its sister 
companies and launched unannounced inspections of all pharmacies compounding 
sterile injectible substances, which have also resulted in additional cease and desist 
orders and corrective plans. 

Question 8. How often do you suspend or revoke licenses, and what factors are 
considered when deciding between different disciplinary actions? What is the proc- 
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ess to suspend or revoke a license, both when you have the consent of the company 
and you do not? 

Answer 8. Inspections and resulting disciplinary actions by the Board, including 
but not limited to suspensions and revocations of a pharmacy’s retail license, con- 
stitute a complaint-driven process. As defined with the Board of Pharmacy, a “com- 
plaint” is a formal proceeding and does not refer to the colloquial use of the word. 
The Board receives approximately 300 complaints per year. The Board opens a 
“complaint” after receiving information about issues with a licensee, and estab- 
lishing that an investigation is warranted. 

Complaints that warrant disciplinary action are often a result of identified defi- 
ciencies found in the course of an inspection. Historical data is readily available for 
the 6 years of the Patrick-Murray Administration (January 2007 through December 
2012). During this time period, the Board identified deficiencies during its inspec- 
tions of the self-identified sterile compounding pharmacies on eight occasions. In 
seven of these instances, the deficiencies were resolved without the need for further 
Board action; however, Board action was required in one case. (See CIVAS com- 
plaint history, appended and referenced as Attachment A.) While Attachment A 
provides a thorough summary of the history, below are examples of types of defi- 
ciencies noted: 

• Failures to maintain required documentation (e.g., perpetual inventory for con- 
trolled substances); 

• Unregistered technician observed working in control room; 

• Failure to maintain appropriate supervisory ratios; 

• Equipment lacking and having outdated seals and/or certification (e.g., balance); 

• Broken equipment (e.g., thermometer in ante room); 

• General concerns regarding cleanliness; 

• Refrigeration concerns (e.g., refrigeration logs with temperature readings below 
recommended level); 

• Expired drugs on shelves; and 

• Inadequate security (e.g., door left ajar). 

Should a complaint warrant Board action, the Board can choose to take either a 
disciplinary or non-disciplinary action. The Massachusetts General Laws grant the 
Board the authority to take various disciplinary and non-disciplinary actions. Dis- 
ciplinary actions are intended for those described in our regulations that result in 
a permanent mark on a licensee’s record that is publicly reported and available to 
consumers on our Web site. Disciplinary actions may include: suspension, revocation 
of personal registration, pharmacy permit, license or controlled substance registra- 
tion, reprimand or censure of the registrant or licensee, cease and desist notice, con- 
sent agreement or probation. Non-disciplinary actions may include a non-discipli- 
nary warning letter, advisory letter, a consent agreement with non-disciplinary ac- 
tions, or dismissal of the complaint. The actions available to the Board are summa- 
rized with the corresponding statutory authority {See Attachment B). It should be 
noted that Governor Patrick’s recently filed legislation authorizes the Board to as- 
sess fines against Massachusetts-licensed pharmacies that violate Board of Phar- 
macy policies, regulations, or statute. 

Prom 2002-12, the Board recorded sixty-eight (68) disciplinary actions taken 
against Massachusetts retail pharmacies: 

Year 2002 — No. of Disciplinary Actions: 1 
Year 2003 — No. of Disciplinary Actions: 4 
Year 2004 — No. of Disciplinary Actions: 2 
Year 2005 — No. of Disciplinary Actions: 4 
Year 2006 — No. of Disciplinary Actions: 2 
Year 2007 — No. of Disciplinary Actions: 4 
Year 2008 — No. of Disciplinary Actions: 9 
Year 2009 — No. of Disciplinary Actions: 9 
Year 2010 — No. of Disciplinary Actions: 11 
Year 2011 — No. of Disciplinary Actions: 17 
Year 2012 — No. of Disciplinary Actions: 5 

Question 9. Please briefly discuss past situations in which the Board has revoked 
a license. What violations were evident in those facilities? Was the revocation com- 
municated to other State boards or the FDA? 

Specifically, were any revoked for violations of the patient-specific prescription 
rule? What were the circumstances? 

Answer 9. Since January 1, 2000, the Massachusetts Board of Pharmacy has 
taken action against 14 pharmacies, to revoke, suspend, or summarily suspend li- 
censure, or enter into a consent agreement for surrender of licensure. None of the 
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14 instances involved violation of the patient-specific prescription rule. The cir- 
cumstances varied, and include: Medicaid fraud (false claims to MassHealth), im- 
proper storage or handling of drugs; failure to maintain proper sanitation; repack- 
aging and redispensing medications that had been returned; issues involving sample 
medications; sale of drugs to an unlicensed entity; and failing to keep medications 
properly labeled leading to dispensing errors. 

Staff formerly employed to support the Board of Pharmacy did not maintain suffi- 
cient records to clearly delineate when actions were shared with either the FDA or 
other relevant State Boards. Going forward, the Department is conducting an exten- 
sive audit of all operational policies and procedures in all nine (9) health professions 
licensure boards supported by DPH staff. These efforts will facilitate alignment of 
these entities, ensuring uniformity and enhanced quality control of these critical 
functions. 

Question 10. Please describe any standard operating procedures that were put in 
place since September 25 to facilitate communication and coordination with other 
boards of pharmacy. How is any disagreement with another board of pharmacy re- 
solved? 

Answer 10. See response to Questions 3 and 5. 

Question 11. How often do you contact other State boards of pharmacy? Do you 
know which of your pharmacies ship out-of-state, and do you ever get requests to 
inspect those facilities? How do you respond to such requests? 

Answer 11. On November 1, 2012, the Massachusetts Board of Registration in 
Pharmacy adopted emergency regulations that include the following provision: 

“Every pharmacy licensed pursuant to M.G.L. c. 112, §39, that performs cen- 
tral intravenous admixture services (CIVAS), or engages in sterile 
compounding, shall report to the Board every 6 months, or upon request by the 
Board, at a minimum, the following information: 

(a) total number of prescriptions dispensed, distribution data identifying the 
States in which the prescriptions were distributed, status of any non-resident 
licenses issued by other States, hood certifications required by 247 CMR 
6.01(5)(c) 5, status of CIVAS approval is) where applicable, and any other infor- 
mation required by the Board. 

(b) All such report shall be accurate and comply with the Board’s reporting 
requirements. 

(c) All reports shall be accompanied by an affidavit attesting compliance with 
all laws and regulations pertinent to sterile compounding. This attestation shall 
be made under pains and penalties of perjury, and include attestation to the 
following: “this registrant/licensee only prepares and dispenses medication pur- 
suant to a valid prescription as defined in M.G.L. 

c. 94C for a single patient, regardless of whether the medication is prepared 
for a Massachusetts or out-of-state patient.” — 247 CMR 6.15(5). 

Prior to enactment of these regulations, there was no formal mechanism for desig- 
nating which pharmacies shipped their products to other States. 

Question 12. I am concerned that if a State board wants to know the history of 
a facility, not all the information is reported and it is hard to know the full compli- 
ance history. I understand the National Association of the Boards of Pharmacy 
keeps a database with this information. Could you describe which of the numerous 
actions against NECC in the past 14 years were reported to NABP, or how the ac- 
tions were made known to other State boards of pharmacy? 

Answer 12. All of the dispositions taken against NECC were non-disciplinary. As 
a result, none of the Board actions would have likely been reported to the 
Healthcare Integrity Protection Data Bank (HIPDB) and the National Practitioner 
Data Bank (NDBP). These actions included the 1999 informal reprimand (against 
both NECC and Barry Cadden, the co-owner and head pharmacist of NECC, as an 
individual), the September 30, 2004 advisory letters to NECC, the January 2006 
consent agreement (specifically agreed not to report), and the 2010 Ameridose com- 
plaints. 

This highlights what I have said before: that poor judgment, missed opportunities 
and a lack of appropriate action allowed NECC to continue on this troubling path. 

The Division of Health Professional Licensure (DHPL) reports disciplinary actions 
against its licensees in several ways. First, the Board reports disciplinary actions 
with respect to pharmacists and pharmacy technicians to the HIPDB. The Board 
also reports disciplinary actions with respect to pharmacies to the NPDB. In both 
instances. Board staff prepares an internal report that Division staff use to enter 
into the Federal databases within a day of action. The reported disciplinary actions 
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include not only the initial discipline imposed (e.g., suspension of license), but also 
subsequent changes (e.g., reinstatement of licensure, with probationary status). 

In addition to the foregoing, the Board maintains a spreadsheet, listing the dis- 
ciplinary licensing actions reported to HIPDB and NPDB. As I mentioned before, 
under previous Board policy, non-disciplinary actions were not reported publicly, 
something both the Board and the Commission are actively reexamining. This 
spreadsheet is cumulative for the period beginning in calendar year 2005 (fiscal year 
2006) to the present. During the first week of each month. Board staff updates this 
spreadsheet with the NPDB and HIPDB reports made during the preceding months. 
The spreadsheet is then emailed to individuals or entities on a distribution list. The 
distribution list includes the National Association of Boards of Pharmacy (NABP), 
specifically, clearinghouse@nabp.net. DPH cannot comment on NABP policy as to 
how this information is then reviewed and shared more broadly. 

Question 13. In general, what actions do you report to NABP regarding phar- 
macies in Massachusetts? Could you describe the line between what you must re- 
port, and what is not reported? 

Answer 13. These tragic events have made one thing clear: timely information 
and communication, acted on swiftly is critical in ensuring public health and safety. 
As I have described in answering Question 12, there are clear policies in place for 
Board staff to report these incidents to NPDB and HIPDB. 
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• Sotaheoasi f’Aorwtfcj'-- Board staff rcceivscj an email on 10/24/12 contiririing that Ihc phattnacy does not engage in «iy sterile 
cofopaunding. This facility is locaied ’■vithtn a hospital systan. 



DS# 

Pharmacy Name | ' City 

Complaint History 


DSd9a20 

Apdf-6Canr Slautk 
SJwfB 

Sraririon 

■ 

SA-lhV'Saea open case AUagalion: raHurc to dol^var AsiRarer i.-rfv)icr on time 

Opi;ned 9i?xn2 Pending invasllgatioR . 

SA-IKV-2970 OPEN CASE: Allegallun. failure to deliver Vllamln D when ordered, 
net enough 5uppF/ dispensed. Opened 6I74/12 Pending InveidigaltoR, 

'CocT’phkK'i under previous OMcsrship; PH-201Q-D1 IP Opened 7/19110 follovvirin an 
inspection on S/20ri0 which Wontfh'^ violallcrso' tegufaUonsfeteled So sesurily 
and accountability of narcolc following a complaint that a pharmacy Ivniinidsrv 
trainee had diverted and taken naroolics and subsetiuendy expired from drug 
Dwerdooe InaperltOn fojnd the pharmacy failed 19 rr^intaln a p«srpetual inventory 
ut Schedule 11 oon'rolted substerrees received, disoensed ordispoiKd iri, with 
recondllaiiunpdiiormedal least cvaiy 1fl days, no blnnnialinvenfory. Ckrn^ent 
Anrerment ftir nne vsHr Prnrwtsnn effective ?«/i1 

2 

OS2943 

BouievanJ 

PfmrrioccuUco 

CO-tlOOUDdtlXJ 


None 

'i 

OS098O1 

Csr^i’aitit PartTiera 
lufc/yoyi' 

Pfyntooth 

None 

A 

OS3322 • 

: (UlliOilf IJf/O; Sydl Silts ; 

^ i Braii-.lTM 

None 
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C'53J3D 

Orr.'AsJ-C w iV-'ibWi 

Sbnewj^Hiri- 

ilS-M-C-IR Ii'nteiwJaS9.'[I7r’ift>atar.:Pltaci-Fis^^li.*f Id P>ii9eF4^i:W-?^nuicn ' 
^jpeilr; oTlC,- aboic^idwtr? snd^HWTths [*arn'^--y dcjpensiea lnTav«r.T:t-i 

Vertq-ti:irii] ’ir.VL'aciit^^liprterliTf Mirphria ralUcr ttlifi fhVSV'tng^ 

'''*aK4T-y{in kn* ORqiT^aJ iluw Cl» lacK of viltfinienfr 

evidence 





C8-D»H*-a>11-01Mof)90»dJH3Ss'"Jl ANafljTlOn. J^vjirh'i^n rafled tcadT«i:ta 
pjYipci vliiiirt'shb. ir/'vLd-iaionai piaiHlrie; shirph^rmany disaeTssedd piOikii^CSiPh 
ic?sr?ara«tf€riMia4riCTt^H|eui;n»'VPiiMS'«i;1WFlP ?reBri;ifijte!!*i>fln 
3>:di'Rfye!ne(lical <s>i<e'.i ixx pai!sn(. h6aer'.alsed.paiiani acTincYf lo floaton 
boBfiiB! *'ais RiurnJ to htlvuii IPH \*iig fitfii liOliri liJiit gf6’<»’ Bs^ria- 
V[tt< Adulisoi^ LiDtterDi4 lilaJII. 


^ DSW 

Horta fnAisfd.? 

Faihdljl.') 

UetK 


05?-i91 


i-HipkvtoJii 

i3S-a5-03b•I•^»r.6d l7.'Z'2D3<Ak«{sB0.i; Piu:nac>- teiiso to adri*T: to yowi 
3f3ndBrci'£Dfr''ii:iirT.d>:viai’jci.u^ <iiHl|vr:i:c: dogosIgto tna ^^iarrcl£l:•)- ciirfipfiijnijiM 
i*nrt dii*fWriBfid a nor-riA85pt*vepddrJi|-p(vfijef iWiTBiy l?«PvpQ!i Jog'll ciito,wi?3 
yharmBCYfecl-K’-'iriwtow-wt’iJjili-ai.'tadciiaiitM WiW-vkam; aiin T+te ptflmi;;y 
oDera'Brf in unsitnila-ycciiiBl^'ris. iViiwce^Ston Ytas owduded onwiWiinI 
7/SJ]^20i?+. rscvfl haa sepij a»'n4nsysi<.v'w-y> rviw-n 

^Vi^sO-nDSdliaoule). fiih.'KoiyLattprfeJuoct 





fJS^ 07S- I'HAiLi W?e!B^ift.v PAamwey failM lo sdhsnjw 

s'.afidBrCo in‘{:itnTv?‘ipMa:l>LW. i tu complain; allugatHTal onor strvfi W^ii'JiVf- 

Ihc pluLiKii^^ m diictjdcnnt(iritiTJing dhifrixitig ^titvlbes IhCAS^illwy 

Ciaic^rii; ariBhiwjWftd ln5-rc<;|i7P<'cno rated "r ;Haf tha 

jy’RfTTis)!^- utf.*: i.iiuiw ip;iit>.':(iii-:hon<i piM 'Hscv *’3s tapiw ^sfopiiate scops 
^issijiie ckesBif-'ivT-'ximi^nl. Mocrpinjiit iiisrivisnnti torji vF aiini/;itMtd\id'iinca 

rS2-i!9f- 





113.07 Odl cpe.--srl?.5it'7 FlikijS'lrih! PP-ar»n&*V WBert In11!l a^HTfiptiarl proj'ClIy, 
n-nirrtfi-SiJlICl.iaafi'aOfS Iha phainaiydlSPftftmlCS'S'^TiJJiepine 

Ublci:'^ ':iiie!> ;lian ln<| »':!iii 1 inj mg as praacribea. Cornplobl-dCHmlsscd 

(n!iW. 



f 4 f:. .-1 

ill ___ 

SA4f4’y-1CS5 rjiiw 'jeJ ^jlriciJjkiieffWfca PhaT«cy feSod fc adhritrSi itencard Lif 
pr^diw; onoi abonl 3W/?91 tiff pSarmpey fafed to deliv^rti uiBif/'iis'ili'*! 
riiudiL*><l'^ -n <=i DO' iol'y menier. Crvnplaml-ctiKRiJit^eP Bii»rAlec<o( suEficTonk 
SMriBrce -ijl-fl/ll. 


Coafidi'ni ialTXi'jft -i-'oiirvsrt 



We!^l ^ngfinl^r 

~ Wj'sReld 


: VMA- 2011 • 01 lil 5 ^J|len^d I'MI OPCHCflSEi AIletlB^ion: 

! t't9rt6:i''(aile3<Q<!JW=}fiiMurdAiSf?p«in-;''i qIkjuI _ 

i fh»rn»'iTgeyrftperi«tM a prescnotiorukiiL^^ itariretrcn5iii<jjJ;tife:ijlil he! 

: backuteft 3D m3^rllnal3wsr<rtriifi{}t^it. itS'liiiq ii3irtfr|!rf'?i:lmlic«v. 

• ufipty fHvrsTiBftnoH - 


I HliC£ 

■ nis-^»-69e;H?Jff7l?rnS-W-Gi-*; &8-« ai^ 

' li$-9V-<>43; DS4)B.(I43; D&J»S.093{ ZflOttSnsOtA; PH44m>JnJVk; KHA-2lil1- 
Mid Ytis Bear'd cH in (Bnai d) -anipred rittao'Ct) 

At,reen>inHril.%si!rw? osKi' Ji iw 3.2aM') wIBi Msrh S’lcw Phiirrp»;v S3nuii»e 

{parent n^nifiajiv: pirnr^rti liin (CLAinglon, KY large&l orourdef 411! 
ph.^mxiofrijT^CBf CB<« lo Iang4»iini«r;|i^' -its;, 0 Uasasi^huoel-s phanracy 
kf»9eijh -^'■■•r.tsha ■'d :<!ail A-b’.uMn rtoad In Mai»l!i3id,ltf^»tf<iite<»<<''np«Rt£Ry 
Ho 3459;i.hreici-/lion>’le7tt«>r=4a£nnriec!w-riipiieBo9rlb»rn.'To 

rii<fie(T9;iii<|’eiic(& -cev-an cen^^’nb^arid ntuilbakaYlolaliOr'^cff ocird 
T!iniJM'innsi-17 Ct'-lp‘{«SrirJS eejUOhi'j.rha C'^WisrH <'i^9SniBtll RirrSjni^li^'fl a 
fTWBrujli ?d PiMtmlieinriiY Ain>j:s [czunrnBnCjrj Jure 3. 20111; 

ipnq; iij laiietc T oJ an indep arrdart «^ns1^!!an^ to C #n ssa^iairer I n j 

f^;5iir»tafvconwliaiic«i«;pcr:njylet!iuiil<s1i>»n ciS-i>dbrJe-!Hiec;lu, coi+esilvfe.Y'1k«ftby 
niMxIfoi iiv.iCirig suen araata&>j'nlt>$d PM'ripBopsia 
{Jtlifjiril Y9G qnc!7aTiiy;ipliDTOj,sail-sijtflSs fenfiirj'MirwlML'airiTqs Thtn<»nJ 
JSppTOWBd t D liictJuto ':ji fS;jlMW*a:i;:illni PrattireB (JSUV). a nonprislll 
or^anxaljuii kniobai !■■ HcnHiam. Menn&ytvaiB wlUi ^ftoiVio bl etnjf 

riwwi&ii ar-d sffe rwaseisi ysr JhI'.-.’ eciciflijsi ;■« » iHsameaticn 

: <PSO] tadioJ'.gisir.y <ji ■H».'wt6h:v«TaJ«esaair,h a>d Ouailtyi.l&bc “ill Ipdep^i^Ee'"* 

' «irah*strr 7«‘;ojiB2 Py cnerJarrr Atckb r-nBnni»oj’5«twy:!! CcfwrnkAa eit.nanS, 
Rea^cMIan tn Hic ati Axi^ndsd p?ri0t 4-1 

; prill jiftgrraatieisfcvoounsol 5dr Worth S-'nin: KHan/iscy 

i 1iaiVkp& 77:s Cisr3»r:kACf«!»rp«ni »ma'V'i»i;b£ctityTip!i:»:< Woifc Short 
i f'l'fiirrerjr Scfvkos b da’ci. 

NfVlli Shiva Ph !inn£'.*j ScwiceBia |X’(iiilli'il tu pniil-pn rt«^ fin'd 'orlormiiis^ion of 
PijDaiionaryfilahis ivn or abatuUdne 3, SBIS ferd othvDynnr pnilcifJk, 
patilfcin tolnoiltidc dcinonBlrellon orr^ifniHancts-MKh AU WhaMtl 
' ter«n4. 

I riiA»30'c-Di04cp^;«»difR.'iriO.'\!i;::3nSwr!. ?ii#i:wa«f feirecs nrffrpopw 8 
fs■f■:. 1 :ll^.■.lLnJQrtl■al pr-ape-ly an or abau!£/27.1Q tfl5 pharrnacy B.fpc'-'KiP^< 
[_e»s£iigi«rw&f ci« wi It-, pp'lijaii !ins_ ga>nq ?.5Uicf !ic»tp;si.» > ycang it . 
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pwacribod to a pabent in a res«lerit!at tsciliiy. which pfescripliDo/ofifer was 
barBoihed inconBctty by a fetiRiy rrurtso. Dismissed w^h Letter 

1/28rt1. 

03-06^16 opened 8i2SA37.AiiegcvtiOh: Plvam^icy to titepcose a prescription 

pjc^rly; on or aboul 5i^Z/07 llie phannai^y receiwiiJ n pfiysictwis order to 
incroase Use patents TritiWle TO ySOmp P) 03D. Ttio snmpSaloaol altegod t»»l on 
«• aboifl 7/1 1(07 She patients was presented 3‘rfleplaJ 60tJ mg in the p.m. a«l 
TtNeptal <180 iwj in the am bjl the rtvsmiacy distwnswJ TritepiaS 750 mg ^wve 
<l3>ty}. DOiniSMCf with Advisory Letter 7/26/DB. 

10 

0S3419 

Ptiftavis Ptfarmacy v/ 
MA 

MaODOJOugh 

OS-OC-137 opened <4(8709 A«e«jstioi>: Pharmacy faited to properly secure 

Si*«fate 11 inventery as woH as ftJiJed to portietpale in etRcbonsc data iransnAssion 
leport&sgPMP. Dismissed wtttr Advisory letter 7Qn36. 

&&-d7-t)13oponed 10/3/06 AlSssatton: Pharmscy felled to dispense a prescrip-flw 
properly, Iho pharmacy dispensed OepoJioie 125 rngtabJets irrsteedoftne 

MRRiniF!^ Aitceot lOmn. Dismissed wrtth srtvisorv letter 12/19/09. 

11 

DS3CS5 

PttatmafteoHh 

New BfirtfocO 

None 

OS3335 

$uli/vw'9 He&Kfi Care, 
/oc. 

Rosiiridnie 

Nona 

13 

(382636 

7>is Mectiane 8lor» 

Hyannjs 

None 

M 

DS3687 

7>w WJilftiBr 
Pftarmsws* fw. 

EJpadford 

None 

IS 

DS6»799 

Wesls^i Maw 
CowirMwnn'ing Ca/iter, 

WP3I SpfinglKW 

SA-WV-ZOIO opened 2/6/1? Complaint that phairruc-y would opt conuxMjadl s 
modieslinn at a strength requested toy ihc pasenl; pharwstjy was fottowsog lawe 
a!»d fstss and appropnatehi refused to compound a diog prodoct Ihst is a copy of a 
comtnarwslly availatJe drug; siluatlon explainat! to patient. No furttrer action 
reouirod. 

16 

033300 

: 

BoyaJara Nome r/}fif,wpn 
& Fespuratciry Services 

Snringfreld 

08-05-079 opened rt/2$/0S ARogation: Pharmacy tailed to dispense a prescnptton 
evroporiy on two separate occa^ns; p-n or about 1 2/20/04 tor an tnco/recl dose of 
irinolncan IV dispensed and on 3/16/05 tor an incorrect dcee of .Dexamcihasone 
di-spensed. Olsmrssed wfib an Advisory Letter 2/Z4f06. 

PHA-ZOIZ-OISS OPEN CASE AKegattom Failure loftiS Rs propwiy opened 

8/•f/2Ci12 and pending invsstigation. The (tompialnl refers to a hospice paiSent 
whose risrcoiic pa/n i^icafton ordci cieSvery was sighifica/itiy delayed epA when 
delivered dkf not contain tire appreprioie medication .so had to be recrd^iid. (note, 
same cofnofeinsnt as PHA-2fl5?-PiS7 vs West River PhsrmacvV 
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17 

ib' 

'0569763 

/>S2623 

fitoftf ILC 

BosfcOT Wame Mtusion 

Wrburn 

Peoham 

Nos<? 

Nor^o 

19 

OS3312 

Centre/ Admwlirre 
PVis/rTiflcy Servfcaa, 

Wewjra 

None 

20 

DS3601 

Coram Waa/fheare 
Cevaoration of Wsss 

Noiwood 

None 

IT 

DS89/iK) 

O/ametoWeefea/, /oc 

SlMWSbory 

None 

23 

D539717 

Pfoodoffl FartiHly 
Pharmacy 

ByffeM 

SA-INV-2819 opennf 6/29/12 OPEN CASE Allegation: During nrvsite inspection 
on 2/2ri/-|2 Ooard aspectors observed ihst pharmacists and pharmacy ledininians 
at Uds pharmacy which spesISlRto® in fertility medicatii.'hs ware entering medicatkiK 
prescription onjarv auci ooniiuctiny rther pharmacy reSatod aefivitisato common 
area: artMiies lifeJ iowta/rte vefi^cation. enuy Label preoamirDr, eto. ciHslcKj 

ol the designated lioensed p^wrmacy apnea: Board is awaiting Dorrafttwe artion -< 
blue prints, eto. from the pharmacy. UNDER iNVESTlGADON 

PRIOR ADDf^SSlOS3436) 08^6-121 opened 6/27/08 Allegallon: Pharmacy 
failed Id adhora to pmper stendardii ofprofesskinat pr3c^ce;peJTnHtod 
phsrcnscy technicians to continue t«» practice afloc rwpoef toe pharmacy 
technician regisirations topssd without llmely renewal in vlolatton of Zi7 

CMR 8.07, Dismteaed vrflh Adyteo/v Letter 1/13/08. 

2-1 

DS334<t 

1 feaiths/ar Pharmaev 
!PO. 3041 LcnaK 
ViHaga narnracy. 

Lenox 

05-05-083 ojwned S/ifl/20D5 ASaqati-Jn; the Pharmacy failed to dispense 
preset ipfon properly Pt» {ws separate occasions, on or about 7/17/04 to a/S.iQS Pie 
pharmacy dispensed NydrocWorodiiazidebOrng rather Chon Hydrechinrrslhia^ide 
l2.S/Bg as presaihed, and thephamocyefispensed Fosamax 70i5^ rather than 
Fosmax 36mq asprasenbed oh otin pcoasion dnrinq thsperknJofe/Ss/ozto 

k- 





0/3.104 DisrnfssectwIlhAdvEsorvLetterZ/IB/ZOQS. 


DS89704 

/n/t;sioo Fcsaueces 

Wolchiim 

hone 

27 

t>S3579 

Jitfn?&v} Compremd/Jig 
AixJ WellMss Cenfor 

VVaiiharp 

Nona 

23 

U83184 

Loing rerm Pharmacy 

'■""‘I’ 

Kone 

29 

D333C9 . 

MHHP AcoorfpA 't'X Co 

. . West Spfinghcld 

rHA-2Q10-l>201 and PH A 2011 0065 are OPEN CASES «n P>s«>eirtion;Orrtarto 
Show Cause issued Oecerntrer 12fii/2Ct t 1. 




' ' 1 

Sec attached cr>py of the OTSC. ASagaitotis: On or about 9/8710 the pharmacy 

t 


.• ...V 1 

irncrofiaRv tilted and disoensftfl a prescriotion for Smouuel 300 mu instead of Ihe 
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3b 

DSW«6'' 

Thtspl^arnucyh irnrl^r 

tfte sanw owporship 
{OmiilcaM ss r^odfi 
Shof9 Pt)an7)acy, vrftich 
ismder$tiyiy$»ut 
(fKVjifciwijT ffofp ISyp. 


pre»cril»tl ranilidioe 100 »ng.. jesulliifl «h tiwo hospiialiyalkirs for a 91 yaar-oW 
patient at u ivuiefog lacilKy anrviced by the pharmery. In addition inspeclian 
violatiowB cited on 3J'<6/701 1 . Violations include: lalure lo rviaintan pharmacy 
reoorilsand coirducl invanto'riBs; to hav»i>o balances testers and s«uled by the 
state or local setrl? of weights and measures annually, failure to comply with IJ3P 
standards tor MOM-^eRILE Compnur^iSJng Standai^Js 795; falure to mairisbi 
adeciuats slad in pharmatry depadmatrt; foilurcto irwestl^lfi and collect pertinent 
data In resporJse to qiraSty related events OP EN CASH Jn UTJQ ATlON. 

OS-oe-Q31 Opened 11'30/D7 Afaflailoii; Ph^masy foiieidio dispense a 
prescription propciiy; on or about lOtlW the F^tarrnacy dispensed Iftnrcidol 60 mg 
neil lablsts rather than trazarjejiw 50 tny half tablets as preaiaihed. DfemlssetJ 
with Advisory LetterTtZStlO. 

PHA.20M'0t5n cipcncrt 910/1X9 Allagatinir Pharmacy failed tO diEpenss a 
pfescfilitroo, property; on or about d/S/i)0 Ihe piarmacy dispensed a prescriptiOrt 
labeled wHti :>ie ti^corrsc} preserSbor's name asreqriircc. Diemlssed with 

Advtsnnr Letter fZTIilH. 

Kev Engfsnd f^orpsi 

Souiribonxigh '; None 

IT 

31 

l)S3!>U 

.Vffw EnQtend iifd C&r^ 

Woburn ^ None 

OR>)1»832 

N<irt!i»astiy, Inu. V/b/a 
Capo Cod Hom9 
If^s'o/t SnWida 

Nonl) Falrrioutn 

None tor ctjrrE r^t D399632 

Prior lutaiitwt OS359; PI IA-20fl-01ta FjDuce to Fill Ftx rroperly; dismissed w#h 
advisory ntxaut 2/?ri2 

32 

(>«3&7C12 

OncoMad 

PMrrtacoctieai 

Wahham 

Nans 

J3 

i ' 

PA.V/Twtf poermacy 

VTcDun 

3A-IMV-2Z20 opened 6/9IS1 OPEN CASE Afiogatich-. 'r.->mn3hcr.al manijfpctuiwr 
that <hfi Ptiairnacy is compoii'rtding Vagrs (siUenafli) by oblaihlng aciivo itigr^drent 
from urwuthofized/unapprDved HJAsoirrcc. Hi^or stales H>3I Utay itaw cxciusiirity 
in the US and have provided dccumcnlalron of sa'ne. RequesterJ Atuboma Board 
of Pharmacy to inspect repstKager ^btuy-rd in Atebaina), from v/hom Pallimed is 
cbfoinii^ nilrroitalii powder. Auraiting dOL'.nrientah'on fnryn Alabama Under 
invpstigatimi. 

PHA-20l1-0Z«6openpd 19113/11 OPRN CASE ABepatlon: Phartr^icy 
cornponnded and dispensed a preicripHon fon'HCG chonoriio ffonadctcispin 10. 
iwn units #2 vials an OV/IO/f 1 1rtat resutted ir a piyrogenic reairfon cKrtr to 
"Ci-r-ii^fitifts" RefiBs (iisfM'o.snd nn IC/S/VK Kisw infoanaiion recently cbtained. 
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Unaerlnvttsiiuaiion. 

PHA-2012-COdSopenddd 3/12/12 PKA-2012-0171 James Nahill <PH2tS21>- 
MOR; pHA-zei24>117 OPEN CASE Micl^ael Coalanzo (PH?33,'l43) • Verification 
RPH: Allegation thrst tvi-o paiiei\ls wer=! admitted lo the hospital after receiving 
Mocalii^* m a fin-vao physician ofSce ispecJailzirg to urology) for a I'juijee, Wnpsy 
proCuderQ litilla^me tirstpabeoi >vas thcughito be tiavins anunmialad loedicsl 
episoda. possibly a stroke. Vihen Oie second patient. 3C m-wtes laier. began 
(tethibrlinp stmtaf symplccna, she Udooajfve w3e BJ6p«»Oucl10 bsVx) toggsr- The 
S4(»ivf patient W33 OO-years-ntd. (Sso related docket PHA-2012-0CH6.>ArKtys»s 
by an imiopendent laborulory (pfovirJed by the complainanl) i«««dlcij ttiat the vial 
labeled hi; liilocaine 231 (20 mrVml) conteined lii3oi:ainc 18 % (160 ing/ml}.BQth 
pafeiils wrsra treateil in Ihe emorgeney dnparlmErt and edmilted ta Ihe hospital. 
Both pallentB were discharged ore day later as their aymptomf. hod fully resolved. 
Case reitialite under investigation. PHA»201 2-03^ PHA.2ai2>0l70 Ulchacl 
C(»eafKr>lf»H2331d3)-V8rificaBenRPH OPEN CASE.AIIegatior: two patirsnts 
were admittecl to the tmr^iiai sfrfir receiving IhJocdine n a private physiciaft office 
(spedafzing in urolcgy) Icr a routina. biopsy procedure. This dCtejilaint « in 
reiorenoa lo the scccnd oatfent. AnutysiR by an independent lannralDrY {provided 
by the conirlalnant) revaarcdthai the vtai labeled as Iirloc3 no2% (ZOmg/rni) 
contHineri iidocainefS % (180 mg/mli. Case remains under Investigation. 

SA-1NV-I4fl2 opened 7/21/10 Ailegatian: On or about l0f27/1CHhc pharmacy 
offered to stop buiK Kupranex [Schedule 3 conboirKl subi;ctnce)<DS vteeriraiy 
clinic withod a pabeit (OibcksI specific prescription. Purauantto W.O.l. C.94C 
patwnl (siwciei'. not reoiiired fr*r voter Inarv prescriptioiv Dfcmissed 4/6/1 1 . 

34 

OSP9765 

A'cysi Ps/iTi 

Pbemracy 

T?io Board rrveiVPtf 
wMcafiao on ltl'26 
Wat iftiisp/iarpracy 
ivould no lonoer be 
prepanng olorllt- 
compoutKleri 
fuedicelms. 

Webster 

. 1 

;j/i - . 

PltA-ZOII-OSOf) 

Rctatad CompiaiiilOoctiotNoe. PHA-2012-<IO04KarenA. Blafreiy. RPh 
<PH218Se) Close li PHAJ 012-0005 WaiK J. RutWn, KPh 1PH233459) PHA- 2102- 
0006 Agnf?S S. Rubin. RPft [PH25022) PHA-2012-©06fl Joanne Btain, 

Pharmacy/ TcuhfPTStS) PHA-2012 0061 Angel Rguoroa, Pharmacy Tecb 
iPT3337) PrtA-2012-00Cl PhatTfiacy Tech (PT15S81 

The Board owned accrmplaail on 11/28/11 regarding Royal PalmSpesialty 
PJiarmavy fPharTTiacy), as wall as an cvpcri complajnf regarding the 
Pharniacist^-Pharniacy OwoejfManager of Rei»rd (Agnes S. Ruter) - opertec 

1/'9j i 2) and a HtrajmscasyCo-rharmacy owner/invotvnd ptrarmaoBt (Mark J Rubin 
- cofisti.led wtft Ka/Bh Rsibinby lelephQAerega#dri<l iho'reeice’ to be used to 
comport'd fire medicati'n) The fioard has resoJved a related complairil r^gertfing 
invoiveci aliiirinucis\>C»ren A. Hlakclv h\’ Csn*or»l Adreemeftt (Rotiiimcnd). rno 
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! 

Bonrd tjas volGcl to dismiss the aboves-lfsterl complaints repafdirrg three pharmacy 
technicians (letters to ho sent}. 

Tire complaint (filed by mother of 19 year old paiisnt) relates to the Improper 
dinitensihg of a p."eiKa1prion loi 73 (itoeryfon<oo - e thyroid hormone) ta jnea SR 
[ #30 capsules compoundedArertiiefi’dispfmsecI as T3 10 MG #30 capsules. 

! Pharmacists BlaKeiy andM. Rubin were both invoti/ed Id the preparatioft of Ihe 
! meolcation. The Board inspected the Pharmacy on 12/20(11 ar>d 4/24/11 and 

1 observed multipte violatiorrs of Board regiifelicins. 

j On ti/l'3/l2 the Board prr^ossd a Consent Agrpemenl tor Ihe pharmacy with a 

1 ntnaiwm two year Probationary .Status, with fenns Ihsl include, but are not irmiled 
' to, appt'Caliujjforcompoundi.ng accredrtaimn.re' training and khtiieil States 

1 Pirarmacaoeia (USP),'sna.VsTs. Counsel for 5he Pharmacy oohflienced 
fspresenfelton 8/23/12 artd requested an exterrslor! for response was permitlEd; 

On 10/1 6.' 1 2 the noardrecBUedaCOunlerpniposai. v/hich has not yet been 
reviewt'd by the Board, frorn tha Pharmacies Counsel profioslng a non^disaplinrirv 
fest'lution. Next renuiurty scheduled Board meeting i$ 11/13/1 1. 

?he Boa/d has oreposed a Censant Agreerr^nt {Rfipfimarul) cogrmJing imrohed 
pfarnteclst/o-wtier Wade J. Rsifate. Counsel for Ibis pharmacist has proposed on 
8/«/'l2 Chat the Board diwtiiss the compfarnl, which response has not been 
raviewed by the Board. Kb« regulartyscheduted Board meeting is IT/13/11. 

The Soarrl has proposed a Consent Agreement regarding Owner/Wanagerof 

Record Agnes Robin Cohsont Agreement (Consure) on 8/13/12 related to he/ • 
feliiltft lo oppotm s new maiiager of retwd while she wss on mofeiAily feave and 
feBureto ftif-fftthe error to the Board f247 CMR0.14 and G L c« 112, s. 3S0.). 
Counsei for this pharmsdst has propueecf on IWISMZ diat the Bonrd dismiss the 
compteiftl, v/hch response has not been reiriowed by the Rosrd. Next regularly 
scheduled Boaid meetinn fe 11/13/11. 

35 

oseaosQ 

' Vf/fajp r orfifiiy 

Pfiar/Tidcjr 

Waltham 

None 

37 

DS3584 " 

Wa!g.vens frrfwsfcn i 

Sun<ht>orough 

ffone 

\W 

i 

DS3.‘>7;^ 

tVesf RfV9r Pharmacy, 

Matfborouyh 

l:i 

• PHA-2013-01 57 openad 3/1/1 2 OPEN CASP Altegaiibn: f'hsTmacy laifed to 
deliver needed medication to s hospice pationl In atrmely niarmer. Under 
Investigation. 

An insoectiof) occurred on 9/19/12. tdenllfvifnj ssertBS of rioScienaos. There Is ro 
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pian oi co«»eclion in ttv^ filo {litis is not uncoirnnofi given tho tiiTie-rrafne. this is 
quite possibly in piocets at DHPL antf ties not reaclrefl ihe tile). Regutatioa 
requires filing by the licenses within 1S days ot noted ctel(cier>de£. Rndirgs 
indudarf: Soala not sealed in controlted substances Toom. The lafrlgcrBlor 
temperature ^vas offi Conipounding re^dL-e was seen an walls and fixiuresj 
Pba/nsacisS's daily p/eiiCription lugs were not aveilabte /nsufficsentphartnfsiiSI 
ever<iight over techs. 

$A-lNV-2356 - not a compteint ]Ufit an assignment for evening inspection 
PHA-2011-0084 •Inspccllonal deficiencies on 3/31M1 and 6 jW 11: foiled to 
maintain pliarmacy records and conduct and mslntetn inveutohes; failed to report 
the Idas of significant afpovut nf control led substencfis within 7 days; PmlHd to 
comply with USP camnounding (795 and 797) failed to han<lle Schedule II 
conirolled sirbsianccs; faited to conduct pharmacy operations in a dMn and 
sanHary manner, felled to oomi^y with required supervisoiy ratios of pharmacist to 
pliaiiiiacy Interns, etc. fJiscipiinary-- Action imposed, Probation for minimum of two 
iwraftflnctfre litWVtt. 

PHA>2DO&-0Q22 opened AJlegatiOrt: Pharmacy tailed lo dfspnnse a 
prescription properly on or about HV13^0B the pAarmacy dispensed 
Oxcarbazepl/re tSDrng rsthefthnn Oxybutynir ER lOmg as prescribed. Oiamise^d 
wHh Advisory Letter 4<22.'09. 
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Authorities to Discipline Licensees 


M.G.L c. 112.§24E 

Authority to fins or punish with a of imprisonment any person acting or purporting to act as a 

pharmacy technician without b^ng registered to practice by the Board. 

M.G.L 0. 11 2. §28 

Authority to suspend the certificate oi registration as a pharmacist for such term as it fixes, Authority 
to reconsider its actions where it has suspended or revr^cd the ticense or certificate of registration of 
a pharmacist, and change its determination as justice requires. 

M.G.L. c. 112, §29 

By a majority vote of all members, after hearing, tho Board has tire authority to suspend the 
certificate (rf registration of a registered pharmacist, who, in its Judgment, is a menace to ttie public by 
reason of the improper use of intoxicating liquor or drugs. 

M.G.L. c. 112. §360 

Authority to punish by a fine of not more than $1,000 or by impriswment in jail for not less than 30 
days or more than or>e year tor engaging in the sate, distribution, or detivery. at wholesale, of drugs 
or medir^es without being licensed as provided in §§ 3QA and 36B. 

' 

M.G.L c. 112, §40 

Authority to suspend or reu<Ae arty registration made urxter §§ 39 - 33B and any pennit issued there | 
under for any viotahon of the law pertaining to the drug business or the safe of atct^otfc beverages or i 
for any violation of the rules and fcguiatlons established by the board. Before such suspension or i 
revocation the board shaif give notice and a hearing Authority to require the attendance of persons : 
and compel the production of documents, 

M.G.L. c. 13, §25 

Auftiority to direct agents to file criminal complaints against ail violators such laws, rules, and 
regulations. 

M.G L c. 112.§52F 

The board may, wKhout a bearing, suspend or refuse to renew a registrarfs license if the board finds ; 
that the beaillt, safety or welfare of the public warrants such summary action; provided, however, that 
the board shall, within seven days of such summary action, a^ord the registrant the opportunity of a 
fiearing pureuant to chapter thir^ A. Any suspension imposed by the board shall remain in effect until : 
the condusion of the proceedings including judidai review thereof, unless sooner dissolved by a ! 

court of cwnpetent Jurisdiction orwiftdrawn by the board. ; 


ATTACHMENT B 


Response of Marion Kainer to Question of Senator Whitehouse 

Question. Dr. Kainer, your testimony notes that electronic health records allowed 
“tremendous” savings in time and resources. How were electronic health records 
used by health care providers and the Tennessee Department of Health? Are there 
best practices you would recommend for other State health departments regarding 
the use of electronic health records during a public health crisis? 

Answer. All of the hospital systems caring for patients in Tennessee used an elec- 
tronic health record to record most of their health information when they were inpa- 
tients. At the beginning of our investigation and response, as in past responses to 
other outbreaks, we sent staff to the facilities to review key records on site and re- 
quested faxed copies of other records. This approach provides access to the needed 
records, but it is slow and involves many staff to process all the requests. In gen- 
eral, these are the same hospital staff who are needed at the healthcare facility as 
part of their response, so their availability is limited. 

In the context of an evolving outbreak, when the number of cases is increasing 
rapidly and our understanding is evolving quickly, the questions being asked are 
also rapidly changing. This leads to repeated requests for additional records on both 
old and new patients. The process of obtaining vital information can become very 
slow. 

Early in this outbreak response, the Tennessee Department of Health worked 
with all five hospital facilities caring for case patients to obtain remote electronic 
access to inpatient medical records from Health Department computers. This al- 
lowed our staff to quickly gather additional information on existing patients and to 
initially review new patient records, without having to visit the facilities or take the 
time of medical staff to assist with access. This provided more immediate and com- 
plete access to information than ever before. 

As a result, we reduced the time to completing our analyses substantially, leading 
to better information for patients and clinicians in Tennessee, and the CDC. Rapid 
access to source data also allowed us to quickly compose a detailed summary of our 
findings, which was published in the New England Journal of Medicine * much 
more quickly than if we had not had access to electronic records. This allowed a 


*A summary of the findings mentioned may be found at www.tiejm.org I dot! full! 10.1056! 
NEJMoal212972. 
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broader audience to receive detailed information about the outbreak they could use 
to guide patient evaluation and care. 

Response of David G. Miller, R.Ph., to Questions of Senator Enzi, 
Senator Casey, and Senator Franken 

senator enzi 

Question 1. How do you define traditional compounding? What, if any, additional 
regulations should he placed on pharmacies that ship large quantities of products 
interstate? Is there a larger Federal role? 

Answer 1. lACP does not have a definition of “traditional” compounding nor does 
one exist within our profession. We are very concerned that this term has been ref- 
erenced by numerous individuals, organizations, and agencies and is both hroad and 
subject to significantly variable interpretation depending upon who is referencing 
“traditional.” 

We believe the focus should not be on the creation of a definition of traditional 
vs. non-traditional but a more close examination of what constitutes compounding — 
the preparation and issuance of a medication upon receipt of a valid prescription 
from an authorized prescriber — and what constitutes manufacturing — the prepara- 
tion, promotion, selling and distribution of a medication when no authorized pre- 
scriber is involved. 

The manufacture of a medication cannot be judged, therefore, on the basis of 
quantity. It is not the amount or even the process of compounded medicine that is 
produced. Rather, it is an examination of the transaction in and of itself. A very 
busy, very large pharmacy can legitimately and appropriately compound and dis- 
pense medications intra- or interstate based upon the receipt of valid prescriptions 
from authorized prescriber and still remain a pharmacy. On the other hand, a small 
pharmacy can be engaged in manufacturing if the preparation and issuance of a 
compounded medication is done without a prescription or medical order from an au- 
thorized prescriber. 

We believe that an immediate area to be addressed is the communication link be- 
tween the State Boards of Pharmacy and the Food and Drug Administration. State 
Boards are in the best position to determine whether their license or permit holding 
pharmacies are exceeding the scope of pharmacy practice and engaging in manufac- 
turing-like activities. In those instances, the State Board should have a liaison or 
communication channel to the FDA for followup inspection and action as the Fed- 
eral agency has jurisdictional authority over manufacturing including illegal manu- 
facturing by pharmacies or other entities. 

Question 2. Are there basic standards that all sterile compounding facilities 
should be held to, such as USP 797? How would that be enforced? 

Answer 2. lACP supports enactment of legislation or regulations which mandates 
the compliance with USP <797> standards by any practitioner or practice site in- 
volved in the preparation of sterile compounds. That includes all pharmacists as 
well as physicians, veterinarians or any other health care practitioner who com- 
pounds sterile preparations. Additionally, all settings including hospitals, home in- 
fusion companies, long-term care facilities, hospices, etc., should be held to the same 
accountability of adherence to these industry-wide standards. 

lACP also supports enactment of legislation or regulations which mandates com- 
pliance with USP <795> standards by any practitioner or practice site involved in 
the preparation of non-sterile compounds as well. 

Since States issue the licenses and permit for operation to a pharmacy, they are 
the first enforcement agency that should be responsible for conducting regular, un- 
announced inspections of all sterile compounding facilities. 

Should you have any further questions or wish clarification on our responses, 
please do not hesitate to contact us. In the meantime, please accept our best wishes 
for a wonderful holiday season. 


SENATOR CASEY 

Question 1. How many prescriptions are filled annually by compounding phar- 
macists, and of those, how many are filled in a non-hospitaPoutpatient setting? 

Answer 1. Unfortunately, no database exists which tracks all prescriptions filled 
in the United States — compounded preparations included. It has been estimated by 
the International Journal of Pharmaceutical Compounding that 1-3 percent of all 
outpatient prescriptions are compounded on an annual basis. 
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Question 2. When a compounding pharmacist ships drugs interstate in response 
to a valid prescription, are the products shipped directly to the patient or to the pa- 
tient’s provider? Does it depend on the type of product? 

Answer 2. It depends upon the prescription itself (the actual order from the au- 
thorized prescriber), the type of medication ordered, the directions given by the pre- 
scriber, and the express request of the patient. 

Some patient-specific medications can be delivered directly to the patient or, if re- 
quested to do so by either the patient or the prescriber, be delivered to the pre- 
scriber. In the latter case, that is often done when the administration of the medica- 
tion is done by the prescriber him/herself. An example of that would be intrathecally 
administered medicines. Because those drugs are infusions, the integrity and sta- 
bility of the medicine must be maintained. Minimizing steps in transport (e.g., phar- 
macy to patient then patient to physician) and controlling such things as tempera- 
ture or security is one means of assuring that integrity. 

Question 3. How many of your members are accredited by the Pharmacy 
Compounding Accreditation Board? Have these numbers been increasing? 

Answer 3. As a professional society, lACP’s membership is comprised of individ- 
uals: pharmacists, pharmacy technicians, student pharmacists and others involved 
in the specialty practice of compounding. The Pharmacy Compounding Accreditation 
Board accredits pharmacies — the physical business in which pharmacists practice. 
PCAB does not accredit individual practitioners; therefore, no lACP member is ac- 
credited by PCAB. As of December 1, 2012, PCAB currently accredits 168 
pharmacies. According to their staff, there are approximately 40 additional phar- 
macies in various stages of the accreditation process. Since the NECC crisis, PCAB 
has seen a 400 percent increase in applications by pharmacies to begin the accredi- 
tation process. 

Question 4. What is lACP doing to encourage its membership to pursue accredita- 
tion and take other steps to ensure their compounded products are safe? 

Answer 4. lACP is a founding member of the Pharmacy Compounding Accredita- 
tion Board (PCAB) and has many members serving on its standing committees as 
well as providing a representative to its eight-person board of directors. lACP pro- 
vides PCAB with complimentary exhibits at its national meetings and advertising 
space in its publications to raise awareness of the Board. All new members of lACP 
also receive PCAB information upon joining the Academy. Our most recent issue of 
our electronic magazine — Custom Rx Connection — featured an extensive article for 
the PCAB executive director. Additionally, our bi-weekly electronic newsletter also 
announces all newly accredited and re-accredited PCAB pharmacies as part of our 
efforts to promote accreditation. 

lACP conducts both live and web-based accredited continuing education programs 
for its members and non-members on compounding standards and safety. The Acad- 
emy began a collaboration with the United States Pharmacopeia (USP) earlier in 
2012 which brings their seminars on standards and safety to all pharmacists 
through our educational portal. 

Question 5. Dr. Hamburg discussed a possible risk-based framework for the regu- 
lation of compounding, recognizing that certain compounded products inherently 
pose a greater potential risk to patients should they be handled improperly. Could 
you share your comments on FDA’s proposed framework? 

Answer 5. Neither lACP nor its colleague professional associations have been pro- 
vided sufficient details to determine whether or not the FDA’s concept of a “risk- 
based framework” will lead to a meaningful change in their enforcement of regu- 
latory authority. We continue to have a dialog with the agency to find solutions that 
will prevent a future NECC-like catastrophe; however, as outlined by Commissioner 
Hamburg, the proposed framework raises significant questions about scope and in- 
tent. 

Question 6. Do you feel that taking risk into account is inappropriate? If so, what 
alternatives would you suggest? 

Answer 6. LACP does not believe that the proposed framework from the FDA fully 
defines the concept of “risk” as it is understood in the professional practice commu- 
nity. Healthcare professionals are trained to assess risk of therapy but the agency’s 
definition is not consistent with that commonly understood definition. Some medi- 
cines are technically difficult to compound because of the nature of the drug chem- 
ical or procedures necessary to obtain a finished preparation while others are clini- 
cally risky and inappropriate because they are known to have significant side effects 
and may cause harm to patients. Our Academy believes that developing a con- 
sensus-based definition between the pharmacy and medical practice communities in 
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conjunction with State and Federal regulatory authorities must be undertaken be- 
fore any framework can be addressed. 

Question 7. How do you propose drawing a clear line between traditional 
compounding for individual patients and large-scale compounding that much more 
closely resembles manufacturing? Clearly, there is confusion as to where this line 
is currently and where it should be. 

Answer 7. lACP’s position is that there is a clear demarcation between 
compounding and manufacturing. The issue is not whether a pharmacy is 
compounding in “large-scale” amounts — a term that is nearly indefinable — but 
whether they are compounding pursuant to a valid prescription or medical order 
from an authorized prescriber. Pharmacists dispense prescription drugs only when 
instructed to do so through the form of a prescription or medical order. Manufac- 
turing is substantially different. A manufacturer is permitted to sell medications to 
a facility, hospital, wholesaler, pharmacy or directly to a prescriber without a pre- 
scription or medical order. Compounding and dispensing is driven by prescriber de- 
cisionmaking. Manufacturing is a purchase decision made without any prescriber 
input. All States define what constitutes a “valid prescription” and also designate 
which persons are considered “authorized prescribers.” lACP believes that existing 
Federal statutory and regulatory language defines what constitutes a manufacturer 
and that the Food and Drug Administration has clear oversight authority in that 
arena. 


SENATOR FRANKEN 

Question 1. In a report on meningitis in 2002, the Centers for Disease Control and 
Prevention reported that “some health-system pharmacists might not realize that 
they are purchasing injectables prepared through compounding.” The CDC report 
continues by stating that “purchasers of pharmaceuticals should determine if sup- 
plies are provided from a compounding pharmacy that is licensed in their State and 
that follows appropriate measures to ensure that injectable products are free of con- 
tamination.” What responsibility do you believe that purchasers of compounded 
products should have to make sure that the products they’re giving to their patients 
are safe? 

Answer 1. lACP believes that all purchasers of compounded preparations are as 
equally responsible for assuring the quality and safety of the medications they ob- 
tain as they are for products purchased from pharmaceutical manufacturers. That 
is a responsibility which all pharmacists in the medication supply chain have been 
trained to do and should do. 

When it comes to compounded preparations, the responsibility is even greater. 
Last year and in light of the ongoing drug shortage situation, lACP developed a tool 
to assist physicians and pharmacists in making informed decisions about profes- 
sional partnerships with compounding pharmacies. This tool includes a step-wise 
checklist that includes such things as verification of licensure status, accreditation 
status, standards and processes for regular testing and validation, as well as rec- 
ommendations to conduct an on-site interview and inspection. Called the 
Compounding Pharmacy Assessment Questionnaire (CPAQ™), lACP distributed 
that tool to State and national medical, hospital, and pharmacy associations upon 
its release in October 2011. A copy of the CPAQ™ is included for your review and 
is also available for download at the Academy’s Web site http:! / www.iacprx.org. 


ATTACHMENTS 

[International Academy of Compounding Pharmacists (lACP™), October 5, 2011] 

lACP Provides Meaningful Solution With Compounding Pharmacy 
Assessment Questionnaire 

RISING medication SHORTAGES AFFECT PATIENT HEALTH — NEW lACP TOOL HELPS 
evaluate pharmacies for NEEDED COMPOUNDED MEDICATION SERVICES 

Houston. — ^As hospital medication shortages continue to increase by the day 
within the North American healthcare system, the International Academy of 
Compounding Pharmacists (lACP) has developed a new assessment questionnaire to 
assist hospitals, practitioners and non-compounding pharmacies identify and evalu- 
ate compounding pharmacies as they seek alternative sources for medications that 
currently are in limited to complete shortage status. 
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lACP’s Compounding Pharmacy Assessment Questionnaire (CPAQ™) provides a 
comprehensive checklist of what to look for in a compounding pharmacy practice 
and is based upon United States Pharmacopeia (USP) standards which 
compounding pharmacists are obligated to follow according to State board of phar- 
macy regulations or standards of practice. Collaboration between licensed 
compounding pharmacists and their colleagues in hospitals and institutions is a 
long-standing solution to back-orders and shortages but the current shortage situa- 
tion is at a crisis point for many health-systems. The expertise of a compounder 
with access to APIs (Active Pharmaceutical Ingredients — the pure, raw drug ingre- 
dient) can mean the difference between continued or initiation of much-needed 
medicines or an unnecessary delay in patient care. 

lACP’s Compounding Pharmacy Assessment Questionnaire (CPAQ™) includes 
evaluation points in the following areas: 

• Regulatory compliance 

• Licensing — permits 

• Internal controls and quality assurance 

• Testing & verification 

• Site visits 

Linda F. McElhiney, PharmD, R.Ph., FIACP, FASHP, compounding phar- 
macy operations coordinator, Indiana University Health, says, 

“Drug shortages have been an ongoing problem for healthcare facilities and 
the number of drug products that are unavailable due to manufacturer 
backorders and discontinuation is on the rise. These facilities are often trying 
to find substitutions for the drug products or alternative treatments and there 
is often a delay in the patients’ treatment. Compounding pharmacies may be 
able to prepare these medications using bulk active pharmaceutical ingredients; 
however, it may be difficult for the healthcare pharmacy administrators to know 
if the compounding pharmacy can provide quality compounded medications to 
meet their facilities’ needs because they are unfamiliar with the USP standards 
for compounding sterile and non-sterile preparations. The International Acad- 
emy of Compounding Pharmacists (lACP) has developed a checklist of stand- 
ards and criteria to assist the administrators in finding a suitable compounding 
pharmacy to meet these needs.” 

Scott Karolchyk, R.Ph., FIACP, lACP president-elect, says, 

“lACP leadership recently participated in FDA’s conference on prescription 
drug shortages. While there were many good intentions expressed during the 
conference, there were no real solutions for now. Each day, pharmacists and 
physicians are grappling with making sure our patients get the medicines they 
need. What was clearly overlooked was how compounding pharmacists are pro- 
viding solutions today as they work with U.S. hospitals, surgery centers, and 
practitioners to make those medicines available.” 

John Herr, R.Ph., lACP president, asked, “What better solution to this prob- 
lem than pharmacists working intraprofessionally to take care of patients?” 

“The CPAQ tool is compounding pharmacy’s way of stimulating that relation- 
ship. Given that compounders have an outstanding track record for preparing 
quality medications on a per-prescription basis, we know that working together 
will lessen the need to use the so-called ‘gray market’ of suppliers, distributors 
and others which are taking advantage of people in need.” 

ABOUT lACP 

The International Academy of Compounding Pharmacists (lACP) is a professional 
association founded in 1991 to protect, promote and advance personalized medica- 
tion solutions. The association represents more than 2,100 pharmacists and phar- 
macist technicians licensed and regulated by their individual State boards of phar- 
macy and located throughout North America, South America, Europe, Australia and 
Asia. In addition, LACP represents more than 154,800 patients, physicians, nurse 
practitioners and veterinarians through its ally grassroots organization, Patients & 
Professionals for Customized Care (P2C2). LACP is committed to ensuring the rights 
of physicians to prescribe, of pharmacists to prepare, and of patients to take person- 
alized medication solutions that meet their unique, individual health needs. 

lACP offers a free Compounding Pharmacy Locator Service which can be accessed 
toll free at (800) 927-4227 or via lACP’s Web site at www.iacprx.org. 
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Compounding Pharmacy Assessment Questionnaire ICPAQ™! 

The International Academy olCompgundlng Pharmaciats represents more than 2,700 pharmacists ar>d other prafessionals 
who specialize in the provision of customized medication solutions for patients who have unique therapeutic or health 
needs. lACP developed this Cotnpounding Pharm^tc^ Assessment Ouesfionnarre fCPAO'*; to facilitate discussions and 
the establishment of collaboraUvs and referral relationships between prescribers. clinics, hospitals, other pharmacies and 
As members. 

lACP provides a free Pharmacy locator Service to assist consumers and health professionals in Identifying Iccaf 
compounders. Visit lACP’s website at www.iacprx.org or call {QOOt 927 >4227. 


tICENSES- PERMITS | 

CRITERIA 

YE5 

NO 

N/A 

COMMENT 

1. Kth^i pharmacy licenisdarc n good -itanding with the 

1. 

1. 

1. 


state board of phaimacv'Z. Hesthe phaniiacy ever been 





diKlplmedfcrsnyrnfrarlinn} related to iiscompotindirig 

1. 

2. 

2. 


sRrviccs? 





1. If the pharmarv in a different state than the 

1. 

1. 

1. 


purchasing instituticn, is the pKcrrracv licensed to 





dispense/tlstrthjte/prov'cle medrcatwnsinthls state as 

2. 

7, 

7. 


well? 2. What is the license nunber? 3. Is the permit In 





good standing? 4, Will the pharmacy h^come licensed ts. 

.3 

3. 

3. 


Has the pharmscy ever been disciplined for any 





infractions related to its corrtpouncihg services in those 

4. 

4. 


statesia which rt currently or formerly had a 




license/permit? 


5._,, 



1. lithe pharrnecy Is in a diffeiert state than the 

1. 

1. 

I. 


purchasing institution, is the ijlirtrmarist-iri-narimnr 





another full-tiroe pharmacist licensed in the state as well? 

2. 

2. 

2. 


2. W-iat is the license numperls)? 3. If not. will the 





phansdcy agree to have one of its stafi pha'madsts 

3. 

3 



become licensed? 4. Has the pharmacist ever beun 





disciplined for any Infractions related to his/her 

4. 

4. 

4. 


composindirg services? 






1. Has the pharmacy demon ttrated it meets nationdl 
ciudlily slsndsrds by earning accreditation by the 
E’harrroeyCompounding .Verecitation Board (PCABi? 
Current accreditation can be verified at 
fiUp;//www .pcao.org. ?. icthe pharnacy accredited by 
any other accrediting bodies? If so, which ones? 

1. 

2. 

1, 

2. 

1. 

2, 


1. Are the pharmacistlsj and/or its sta'f rnernbers of the 
International Academy of Compounding Pharmacists 
(IACP|? 2. Of the American Society ef Health-System 
Pharmacists? 

1, 

2. 

1. 

2. 

1. 

2. 


1 COMPOUNDING SERVICES PROVIDED | 

1. Whai types cf dosage forms dneii the pharmacy 
prepare {e.g., injeidahles, capsules, troches, O'al lioulds, 
suppositories, topi cats, nphthalmics, inhala:ioiis]? 2. How 
iorg has the pharmacy compounded these vailous dosage 
‘oims? 

1. 

2. 

1. 

7, 

1. 

2. 


1- b-oesthe pharmacy provide vierile compounding 
services? 2. If so, what level of compIcK ty? 

1. 

2. 

1. 

2., 

1, 

2. 


INTERNAL CONTROLS AND QUALITY ASSURANCE 1 


Does the pfianracy have wiiHen and aaive Standard 
Operating Procedures (SOks) in pi ace tor all compour»ding 
activities? 



1 


1. Does the pharniaty obtain is pharmaceurlral 
ingmdlenrs from an sua- and DEA-rogistered 
Pharmaceutical Ingredients 5ijpplier?2, How is that 
docuanented? 3. Are SOPsin placetn demonstrate 
vertli cation nf supplier registration status? 

1. 

2. 

3. 

1. 

2. 

3. 

1. 

7. 

3. 


.. Does the pharmacy obtain Ce/tificvles uf Analysis (CoA} 
for ^11 formula ingredients from itss.ipoliers? 2. Are those 
available for verification? 

1. 

3. 

1 

2, 

1. 

2. 
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1. Does the phaimacy hsue ^OP m place in use ot a 

1, 

1. 

1. 


recall? 2. Has the pharmacy had a rircall l'i Ihe I(tst24 





nronlhs? 

2. 

2. 

2. 







Does the pharmacy haup an nr hnw a rustamer can 

report problems to the pharmacy? 




1. Has the pharmacy staff bee retrained attd evaluated In 

1. 

1. 

1. 


proper aseptic techn'que.iowninp and dear rc-orn 





procedures? 2. What SCPs exist that show performance 
curtipliance with those procedures? 

2. 

2. 

2. 


1 . Does the pharmacycompoundsierilepreoarations? 

1 

1 

1. 


P. Whef level of sterile compounding Is pertormed by the 
phermacy using (he commonlv named "low-iisk. rnediun- 

?. 

7. 

7 


r sk, and/or h lgh-rls<'' calego 'ies ? 





1. Does the pharmacy oomply with current ;/tP<797> 

1. 

1. 

1. 


standards for sterile compounding? 2. How is tt at 





ciymp'iance documented through Sul's? 

2. 

2. 

2. 


1. Does thep'harrnai;y tottipounc non-sterile 

1. 

1. 

1, 


preparations? 2.Are the prs paretic ns simple, mcdlurri 





and/orcornpiKs? 

2 

2. 

2. 


1. Does the pharma-7/ comply with chscLrrent USP <79S> 
standards for non-stenle compouridlng? 2 How is that 

1. 

1. 

1. 


compliance documented through 5QPs? 

? 

7. 

2. 






TESTING a VERIFICATION 

1. Docs the pharrnacy use published i'lfoinaron or 

1. 

1. 

1. 


stability studies to establish the preparat ons' beyond use 
dating? 2. Whal sources are used? 

? 

2 

2. 







1. Does the pharmacy have In p'.ace qjalitv-ass,i ranee ard 
contlriiftijs rjualitv-improvement programs? i. Uive an 

1. 

1. 

1. 


example. 

2. 

2. 









Dues the pharmacy staff partlclparo Ir. opgning irairin* 
and coniinuing education that Is specific (o compounding 
pharrr.acy practice? 





1. Does the phar/rccv have Its compoundpd prpparatfcms 





regularly ifestpd for potency to ensure the concentration 





on the cf>i*r»lnnr Is what s stated on the label’ 2. which 

2. 

2. 

7. 


loborato'les does the pharmacy use for potency 





assessments? 2. How frequently are batches tested for 

3. 

3. 

3. 


potency? 4, What SORs are In place governing ttw 
frequency of testing? 

4. 

4. 

4. 


1. Do the pharmacy's preparations meet the +- JO%cf 

1, 

I. 

1. 


stated concentration that is required Iroin US?? 2. How is 
that documented? 


2. 

2. 







Will the pharmacy provide written documentation of all 
tesring results to the purchasing institution? 




L H a 1 1 h B ai r cua lity in the pharma cy's d esign a ted 

1. 

1. 

1. 


compounding areas been IndHpenifpnrly tested and/or 
certified? 2. Please provide details. 

2. 

2. 

2. 


1. Does the pharmacy perform or contract with an 

1. 

1. 

1. 


analytical lab to peifurm sterility testing accord ng ro t/SP 
<71> Sterility Tests and USP <45>- Bacterial Endotoxin 

7 

?. 



(PyrogBn)Tests?2. which lanoratciries does the pharmacy 





use for sterility assessments? 3. Howfreduently a-e 

3. 

.3. 

3 


l>a t cbe s tested for sterility ? 4. what SO Ps ore In pi a ce 
governing the riwjuency oftestrng? 

1 

4. 

4. 

4. 


1. How are the compounded preparations delivered or 

1. 




shipped? 2. Does the pnarmacy assure proper storage 





conditions are rnarnlaiiied through delivery? 

2. 

7. 

2 


What is the turn a*ou nd t ime lor del ivery once the orde r 
has been placed? 
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1. What irfornutlon son 1h6 labp rn^rifthe pr^ipaiAtion? 

2. How does the labelinic «ole?.). Units tid pha'nvAcy 

CdlOr code labels? 

1. 1. i i. 

2. 2. ; 2, 

5. 3. 3, 


How are ne pieparadons paekAgen? i. Udir-rlntA nr 

1 1. 1 

2. 2. 2. 


multiple-dosei’ 7. Tamper^ldert? 3. Protectee from 



li^ht 1 4. Oveiwropped? 

S. 3. 3. 



4. A. d. 


1. Dvi'j Ihu phurmaiy accept site visi'sif 2. Haw can a site 

1. 1. 


vsii be AiranEBd* 

1 , 






Date of Inlervrew or Visit Caniiucted By. 

Addidonal infoi 


Pharmacy Approval Iciiciennei YES NO Comment; 

TK| Initrnttionsl Atademv of Comooundrs Hiarmadsts {lACPJmnllascommcnu, qucstlon&.ands^jfiliansh^rniprBui^ oar CnmpaiHitfirtg PharnMc^ Atfgnmfm Guf^rtHiirr. 

Conacc ACP ui vivi our *Thvl«' <:• vrnivia'3K.:iiE I hr irfr>rm9:ion rooCiineO Intnh CorppofXjS/icP/wr.T’Ki'AssMsme'jrflwsti'on.-uilrt is conscamhf 

?«oNinsl':<.j«n!:t»fo-isD ngr(iscarrharf1 1tiinfrn»T«ntv ir rrrhr.rMpgif and h suhkctto chj 5rol«j$lort*lju<-^«m4ndirrerprs^tionc[ th»invo!»ed heslthcsre ppjfswionsis. it's 
io;c •national Academy ntCoTpMiiidihj Pt-armacistiard its remnifdwfne'pbar} hjt>e rwdereascnabis tffcrts to e tills tte actufjt'ir aidappropnateiic'scf ihtinfo'iiiaiianpnsieii'.L-d. 
Hduvevsr, any reader o' Th’S lofdoria*i6n is advised That ihe IntefneTioral .Viadeniv C/'CcmpojrJinK Pier njtii'.s. si jdinsurypanc:. and itscainrnittce members a lo rcrirsprin' hi it for -tin 
contirued tu'rertcyof llitiiifij»ri»ali Jii. fo’ joycr.oiiL' am ssin-ns arrl/nr Inr aiy ro wn.irnrM BrlsioRtrnm -he us^rf the Intr'rmrion In thp riion/i;».'iirdliv<7^’'><rrti(>r/ Js<«srtienr 
Ciiesitonno ire in anyone! a.i praaiLuscuin^. Aiiyruader cf this eocu men ii cautioned ivat Hx liMemafloaaiAnderyftfCompouidiog Ptarnacisurrakcsrio itfrEsenfatSor, jusraricecr 
wviemv, E)iprBsserimpHed,a«tothea:eir«evjnd spa-opnoMnestoftl-siPifa-mai.iKontained i-itrisCOiWiii'ifirav ii^i>mipi.-j.^sse.sir;?ri( Doestiu-jriB'rrondtMlI jcai no res joi nib' lily 
orliakiiitv'orthe results oiconsequerces of its use. 
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Response by Kasey K. Thompson to Questions of Senator Enzi, 
Senator Casey and Senator Franken 

senator enzi 

Question 1. USP updated their standards for sterile compounding 5-10 years ago. 
Since then, have you seen an increase in outsourcing of sterile compounding? 

Answer 1. USP 797 became official in 2004 and underwent a major revision in 
2008 that included additional requirements. 

Below are results from ASHP’s May 2011 survey demonstrating increased out- 
sourcing: 

• In 2011, 70.9 percent of hospitals reported partially or completely outsourcing 
some drug preparation activities. A greater percentage of larger hospitals outsource 
some preparation activities compared with smaller hospitals. For example, 96.9 per- 
cent of hospitals with 600 or more staffed beds out-sourced some part of preparation 
activities, compared with 49 percent of hospitals with fewer than 50 staffed beds. 
The outsourcing of some preparation activities has increased over time, from 21 per- 
cent of hospitals in 2002 to 31 percent in 2005 and 42 percent in 2008. 

• Of hospitals that out-sourced some part of preparation activities, 73 percent 
out-sourced patient-controlled analgesia (PCA) and epidural analgesia preparations, 
65 percent out-sourced oxytocin preparations, and 38 percent out-sourced some i.v. 
admixtures and minibags (Table 10). About 25 percent of hospitals out-sourced sy- 
ringe-based anesthesia medications, total parenteral nutrition (TPN) preparations, 
and flushes. Hospitals less frequently out-sourced cardioplegia preparations, unit 
dose drug repackaging, and unit dose repackaging for bar coding. The percentages 
of hospitals outsourcing PCA and epidural analgesia preparations, i.v. admixtures 
or minibags, and flushes have increased during the past 9 years, while the outsourc- 
ing of TPN preparations has declined. 
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In April 2012, Pharmacy Purchasing and Products published its own survey. 

In general these results demonstrate a gradual increase (from 56 percent to 65 
percent) in outsourcing since the establishment of USP 797 standards for 
compounding sterile products in 2008. While 76 percent of respondents reported out- 
sourcing in response to a drug shortage, safety and the ability to provide a ready 
to administer dosing form were equally significant reasons as demonstrated by out- 
sourced patient controlled analgesia (67 percent), epidural injections (48 percent), 
controlled substances (35 percent) and pre-filled OR medications (34 percent). (See 
graphs below.) 


ifejiUMUS 


Outsourced Compounding 







Compounding 




Qiitsourced Compoundrng 





es^ecs 





SENATOR CASEY 

Question 1. Do you believe that hospitals and health systems that outsource their 
compounding to external compounding pharmacies are sufficiently able to determine 
whether those pharmacies are producing safe products? 

Answer 1. Pharmacists have the expertise to help evaluate if compounding is 
being conducted in accordance with Federal and State definitions and standards es- 
tablished by the U.S. Pharmacopeia in Chapter 797. However, the ability of hos- 
pitals to conduct routine inspections of compounding entities is limited by resources, 
which is why it is important to have a Federal and State oversight system that en- 
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sures that these entities are capable of producing safe products in accordance with 
Federal and State laws. The American Society of Health-System Pharmacists also 
has guidelines and assessment tools available to help hospitals evaluate outside en- 
tities that provide compounded formulations. ASHP Guidelines on Outsourcing Ster- 
ile Compounding Services http:/ 1 www.ashp.org I DocLibrary I Bestpractices I Mgmt 
GdlOutsourcingSterileComp.aspx; ASHP Foundation: Outsourcing Sterile Products 
Preparation Contractor Assessment Tool http://www.ashpfoundation.org/Main 
MenuCategories / PracticeTools / SterileProductsTool / SterileProductsAssessmentTool. 
aspx. 

Most pharmacists are not trained to evaluate manufacturing-level facilities where 
Current Good Manufacturing Practices (cGMPs) are applicable. Examples are bulk 
compounding of sterile preparations from (1) nonsterile ingredients or (2) from ster- 
ile ingredients using aseptic processing * and storing these medications for periods 
beyond those associated with compounding. 

Question 2. Do you think that the compounded products typically used in a hos- 
pital or in-patient setting are different from other products typically used in out- 
patient settings, and if so, do you think that they should be subject to additional 
or different regulation? 

Answer 2. The environment in which these medications are used is less important 
than the environment in which they must be prepared. The difference is whether 
the compounded product is a sterile preparation, such as an injectable, or oph- 
thalmic medication. The preparation area is highly controlled to prevent contamina- 
tion using methods that include in-process and final product quality assurance pro- 
cedures. The applicable standards, USP 797, are adequate for compounding sterile 
preparations in hospitals. 

Question 3. Under the current patchwork system of State and Federal regulation, 
do you think products compounded in a hospital pharmacy are safer or less safe 
than products compounded at freestanding compounding pharmacies? 

Answer 3. Compounded sterile products from pharmacies that are made pursuant 
to or in anticipation of a medication order or prescription and according to USP 797 
standards are equally safe, whether the pharmacy is in a hospital or community set- 
ting. 

However, a sterile compounding business entity that does not fill prescriptions for 
individual patients is not a pharmacy. Regulatory oversight of these entities should 
be dependent on the scope and scale of their operations, which may range from pa- 
tient-specific small batches to large-scale production of commonly used drugs or dose 
forms based on historical demand. The beyond use date (BUD) or shelf life these 
entities assign to final products as well as the risk level (low, medium, high) of the 
compounding activity are also factors. 

These entities are neither a pharmacy nor a manufacturer, but fall somewhere in 
between into a regulatory gray area. An intermediate category of drug establish- 
ment with criteria for inclusion and clarification of regulatory oversight should be 
developed. 


SENATOR FRANKEN 

Question 1. In a report on meningitis in 2002, the Centers for Disease Control and 
Prevention reported that “some health-system pharmacists might not realize that 
they are purchasing injectables prepared through compounding.” In your experience, 
is this sometimes the case? If so, what responsibility do you believe that pur- 
chasers — including health systems — have to ensure that they are providing their pa- 
tients with safe medicines? 

Answer 1. Lack of clarity regarding the nature of drug establishments that reg- 
ister with the FDA may in fact mislead pharmacists to believing they are pur- 
chasing products from a legitimate manufacturer, rather than a compounding phar- 
macy. Compounding businesses advertise that they are “registered with FDA,” and 
are listed on FDA’s Web site, however, their registration categories are not dis- 
closed. Thus, pharmacists may not be aware they are contracting with a retail phar- 
macy, a regional admixture pharmacy, or a manufacturing pharmacy, rather than 
an entity with FDA oversight. 

Pharmacists are accountable for the safety and quality of the products they dis- 
pense, including those obtained from contracted services. It should be recognized, 
however, that pharmacists have little control over how these businesses are oper- 


*Aseptic processing uses sterile components to make a sterile final product. Sterility must be 
maintained through multiple manipulations which introduces more variables than formulation 
of products that are terminally sterilized. 
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ated. Regardless of State or Federal oversight, a licensed business subject to statu- 
tory and regulatory requirements and offering products or services for sale should 
not be allowed to shift liability for its products to the end users. 

Question 2. In your written testimony, you state, “Previous court rulings have 
made FDA’s authority to inspect these facilities unclear and subject to legal action.” 
Would you expand on this statement? 

In order to determine whether a pharmacy is acting like a manufacturer, should 
FDA have the authority to inspect the records and processes of pharmacies that 
they believe may be acting improperly? 

Answer 2. It is our understanding that FDA has limited authority to inspect large 
scale compounding entities since most are essentially operating as pharmacies. We 
believe that FDA’s authority needs to be clarified or new authorities given to FDA 
to regulate compounding businesses that produce large amounts of compounded 
products, and sell those products to entities other than the end user. We believe 
that FDA and State boards of pharmacy will need to work together more closely to 
determine when a compounding pharmacy should be placed into a new or clarified 
category of FDA oversight. 

[Whereupon, at 12:51 p.m., the hearing was adjourned.] 

O 



